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TO OUR READERS. 


ir is now rather more than ten years since this Journal was 
first published, it having commenced its existence, as, doubt- 
less, many of our friends and supporters will remember, on 
November the fifteenth of the year 1872. 

How interesting, mentally to glance over the intervening 
years and to note the changes which have in the electrical, 
perhaps more rapidly than in any other, branch of science, 
gradually, and for the most part silently, taken place ! 

Silently ? Yes; in the main, excepting for those brilliant 
flashes of genius which at intervals have marked the pro- 
gress of the electric era. 

Ten years ago, telegraphy, alone of the practical applica- 
tions of electricity, engaged much of the thoughts of elec- 
tricians ; the word telephone was scarce heard ; and electric 
light machines and motors were but emerging from the mag- 
neto-electric (as distinguished from the electro-magnetic) 
type. The need for storage batteries was yet unfelt, and the 
present lasting qualities of the incandescence lamp yet 
unattained. 

With all the chief advances made in these directions, 
accompanied, as they have been, by numerous progressions 
of a minor kind, what vast new fields for exploration, and 
means therefor, have been opened up! Who can forecast 
the achievements to be announced during the next decade ? 
It would seem that we are but on the verge of all that man, 
by means of electricity, can accomplish ; and it is possible 
that those feats of our inventors which have astonished and 
fascinated the attention of the civilised world are but as 
summer lightnings to a tempest, compared with the im- 
portance of the inventions and improvements yet to come ; 
inventions, the shadows of which are, perhaps, even now 
detected by the sharpened senses of those who, by assiduous 
study and thought, have accustomed themselves to foresee 
results as yet not dreamt of by others of less capacity or 
mental energy. 

Yes, much will be done ; and, through the information we 
from time to time shall publish in our columns, we hope still 
to be an humble means to this great end. That our 
endeavours in this direction have been appreciated the 
results have proved to us, and we shall, with our next issue, 
enter on the publication of the twelfth volume with the 
determination to merit, as far as possible, the consideration 
and kindness which have been showered on us by our readers, 
and to leave nothing wanting to make the “ Review” worthy 
of the important cause which it advocates, and which it is 
our ambition to assist. 

Our Readers we again ask to strengthen our hands by 
sending early information, and by contributing to our 
** Correspondence” columns; and, at the same time, we 
desire to thank those who have so liberally responded to a 
similar request we made at the commencement of this year. 
Indeed so bountifully were our wishes responded to that the 


requirements of our “Notes” and “ Correspondence” 
columns demand some immediate consideration on our part 
to enable us to place all the information before our readers 
which is constantly flowing freely towards our pages. 

Beyond some slight alterations in the conduct of these 
columns we do not contemplate any change, of importance, in 
our programme ; the great success of the last year having 
convinced us that our existing arrangements have given a 
larger amount of satisfaction to our subscribers than we had 
even dared to hope. With their assistance, and encouraged 
by the numerous kindly expressions of sympathy in our work 
which we at various times have received, we shall go forward 
to the labour of another twelve months, feeling that correct 
information on subjects electrical, combined with criticism 
unbiassed by fear or favour, are what our readers require, 
and what we should, and are determined to supply. 


“ Rien west beau que le vrai.” 


ELECTRICAL EXHIBITIONS. 


By W. H. PREECE, F.R.S. 


(Paper read before the Society of Arts, on Wednesca;, 
the 13th inst.) 


(Continued from page 488.) 


A very interesting exhibition of quite a different character 
took place in September and October last, in Munich. 
Though it was called international, it was purely German. 
There were only 170 exhibitors, but what was shown was 
good. The principal object aimed at was to display in the 
very best artistic manner, the power of electricity to 
illuminate space, and this was done with very great success. 
In the centre of the building an exceedingly handsome 
fountain, brilliantly lit up by coloured rays, played in the 
centre of a pretty garden, laid out with great taste and care. 

Here we saw a quaint representation of the past and 
present. The past—an old hut or cottage, furnished with 
the oldest and blackest oak, a plain and simple table and 
stool, a spinning wheel, a crucifix, an iron clock, lit up by 
an old greasy oil lamp. The present—a well-arranged 
library of the present day, fitted up with the most artistic 
and expensive furniture, and all that luxury, wealth, and 
taste could command, beautifully illuminated by glow lamps. 

In the nave there was a copy of an old Norman church, 
fitted up inside with all the appurtenances of a church, a 
lay figure kneeling before a lectern, with all the gorgeous 
robes of a high dignitary of the church of Rome, and upon 
whom was playing the brilliant ray of an are lamp. The 
effect was picturesque and striking. 

There was also a theatre capable of holding 300 people, 
fitted with a stage, footlights, set scenes, &c., in which, every 
evening, pantomimic representations took place to show how 
electricity was adaptable for stage effects. There was also a 
picture gallery so illuminated. The chief feature at the 
exhibition was the transmission of power from the falls of 
the Iser at Hirschau, 5 kilometres off, to the building, and 
also from Mieshach, 57 kilometres (34 miles) off. The latter 
experiment was made by Marcel Deprez. Two wires were 
used, and half a horse-power was obtained. The experiment 
was the same as though a waterfall at Bath worked a circular 
saw in this room. | 

There was a new lamp shown, about which we may hear 
something further. It is the invention of a Signor Cruto, 
an Italian, who for 12 years has devoted his time to dis- 
covering a mode of constructing artificial diamonds, and 
has ended by producing a glow lamp! ‘The lamp consists 
of a tube of carbon, and requires only half an ampére to 
work it, a result which, if carried out, will be of immense 
economy and importance. The production of the electric 
light has already been brought well into economical com- 
parison with gas, and it only wants two or three inventions 
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of this kind to make it much cheaper than gas. Dr. Siemens 


considers it the light of the rich, but if the progress of the: 


past two years is maintained, it will become ere long the 
light of the poor as well. 

Among the curiosities exhibited there I was able to secure 
only one. It is an instructive and amusing series of photo- 
graphs, taken by Dr. von Zeemssen—a celebrated clectro- 

hysiologist of Munich—of the face of the same person who 
1as, involuntarily, been compelled to assume expressions of 
various emotions by the application of currents of electricity 
to various muscular nerves of the face. 

The Munich Exhibition will be chiefly distinguished by 
the careful electric tests that have been made there by a 
very distinguished jury, aided by very perfect apparatus, and 
a splendid laboratory. The results are not yet published. 
They are looked forward to with much interest, for they are 
certain to be valuable and worthy of every confidence. 

It will be gathered from what I have said that the chief 
peculiarities of the past exhibitions are these :— 

At South Kensington we had a magnificent collection of 
the scientific condition of electrical apparatus at that date— 
1876. At Paris we had an equally magnificent show of 
their practical condition in 1881. At the Crystal Palacethe 
commercial element stepped in, converting a picture of 
progress into a means of advertisement ; while at Munich 
science again comes in to fulfil its chief duty, to measure and 
compare. At Paris and the Crystal Palace medals and 
honours were distributed, but at Munich the far more 
sensible plan has been adopted of giving simple certificates 
of efficiency, showing plainly what each apparatus can do in 
its own particular sphere. 

We are about to have not only a second exhibition at the 
Crystal Palace, but also one at the Westminster Aquarium. 
These are purely commercial speculations, and scarcely come 
within the remarks I have to make. Vienna is also to have 
an exhibition in the autumn, and doubtless they wili be 
repeated in all chief cities. 

What are the advantages of these electrical exhibitions ? 
They undoubtedly denote progress, and they instil and 
spread knowledge. They enable the public to see with their 
own eyes what is being done in special fields of manufacture 
and enterprise. They are useful in bringing to the notice 
of the many what is, perhaps, only known to the few ; but 
good wine needs no bush, and a good thing soon finds its 
way into notoriety without the necessity of an exhibition. 
For instance, Clarke’s gas-lighting apparatus has not, to my 

knowledge, been shown at any exhibitiqn, and yet its con- 
sumption is so great that, I am told, the manufacturers can 
scarcely cope with the demands. They excite emulation 
among inventors and manufacturers, and they strike out 
new paths for inquiry and appreciation. ‘There was a 
striking exemplification of this at the Crystal Palace. 
Messrs. Verity, of King Street, Covent Garden, showed an 
extremely artistic and elegant mode of fitting up glow 
lamps—a mode which distinguished the Edison exhibit from 
all others. This fired up all rivals, and before the exhibi- 
tion was over we had a display from Swan and Brush which 
rivalled, if it did not surpass, the pioncer. 

International exhibitions. bring foreign countries into 
more intimate unison, and nothing can be happier or more 
conducive to progress than the prevailing relations estab- 
lished by such a gathering at Paris. 

When well matured and properly carricd out, they not 
only respond to the public pulse, but they supply a decided 
want; when ill-matured and injudiciously inaugurated, 
they tend to retard progress by compelling abstentions, and 
by descending to mere gigantic advertisements. As it was, 
both at Paris, the Crystal Palace, and Munich, many held 
aloof. At Paris, England made but a sorry show compared 
to what she could have done ; while at Munich, England, 
France, and North Germany were conspicuous by their 
absence. 

There can be no doubt that progress is expedited by such 
exhibitions as that of South Kensington and of Paris. 
The Exhibition of 1851 gave an impulse to English art 
that has progressed by aceclerating energy, and Paris has 
given a fillip to electric lighting that nothing will stop— 
not even the financial eccentricities that have characterised 
the mania of this year. 

On the one hand, it is a question how far this mania is 
attributable to those exhibitions, A little knowledge is a 


dangerous thing, and a little knowledge of electricity with a 
fair insight into financial bubbling, has done what electricity 
cannot do—it has transferred gold from the coffers of the 


too confiding to the pockets of the too speculating. The 


rush of the public into these electrical appliances has 
appalled the initiated. Electric lighting is still in a tentative 
stage, but it is progressing with great rapidity. It has been 
shown to be practical, but it has not yet been proved to 
be economical. No one can say how far or how much it 
will be used, nor what are the best conditions for its instal- 
lation, and while it is in this infantile state it is difficult to 
understand the action of so many local corporations, whose 
chief desire appears, in many instances, to strangle the 
bantling, rather than to encourage its growth. In the mean- 
time the real, sound, commercial undertakings are checked 
in their progress, while the loud roaring speculator and. 
wide-mouthed promoter have not yet been driven off the 
road. 

Electrical exhibitions, when international, teach the lesson 
how ignorant we are of each others’ actions and progress. 
They give an enormous impetus to the interchange of ideas, 
and when carefully considered, they must have a beneficial 
influence on practical progress and social improvement. 
Hence I would urge that exhibitors should eschew as much 
as possible mere commercial speculations, and wait patiently 
for that period when a great public want will force the 
Government to undertake the management of a great Inter- 
national Electrical Exhibition in London, fostered by the 
experienced authorities in South Kensington and supported. 
by such communities as that of the Society of Telegraph 
Engineers and of Electricians and of the Society of Arts. 


DISCUSSION. 


The Chairman said Mr. Preece had described with great 
clearness the different kinds of exhibitions which had taken 
place, some recommending themselves more to the scientific 
mind, some to the practical improvers of the applications of 
electricity, and others to the public, as employers of 
electricity for lighting or other purposes ; and he had 
no doubt that all these exhibitions had their use. But, 
the great interest of any exhibition must be as repre- 
senting the real progress made, or work done. He agreed 
with Mr. Preece in hoping that the speculative and 
financial phase of electric progress, which had characterised 
the year now drawing to a close, would shortly be replaced. 
by a phase of practical activity. One step had been gained 
by the passing of the Electric Lighting Act of the last 
Session, and he believed the authorities of the Board of 
Trade were now busily at work, framing those additional 
details which were necessary before the Act could be put 
into actual operation. The progress of this application of 
electricity would depend very largely on the public demand 
for it; and he felt satisfied that it had so far passed the 
experimental stage, that it was capable of taking up a 
practical position for the benefit of the community. It was 
true that we did not yet know, from actual experience, what 
might be the economy of electric, as compared with other 
modes of lighting, for that could only be determined when 
it had been made use of on a large scale. All those who 
were connected with mechanical operations knew how 
different the application of a number of small steam-engines 
would be to that of one large one for carrying out any 
operation requiring any great mechanical power; and, 
therefore, until machines were in use capable of producing 
very large results, worked by large engines, it was impossible 
to say what degree of economy might be attained. | 

Mr. J. N. Shoolbred said Mr. Preece had drawn par- 
ticular attention to three exhibitions—the Loan Exhibition, 
which had fallen almost flat, the Paris Exhibition, in 
connection with which the Jablochkoff light had been 
shown in the Avenue de l’Opéra, and the Paris Exhibition 
of 1881—but the results described were not merely due to 
these exhibitions, they were the outcome of about fifty years 
of gradual experience, commencing with Faraday's dis- 
coveries in the Royal Institution. The electric light had 
been working on gradually, and had taken practical form in 
lighthouses at Dungeness, the South Foreland, La Hogue, 
and elsewhere. Therefore the scientific mind had been 
gradually ripening ; and with regard to the success which 
attended the labours of the International Congress of 
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Electricians at Paris in adopting the units, that also was 
really the result of some fourteen or fifteen years working 
with those units, which had been elaborated by a Committee 
of the British Association, under the chairmanship of Sir 
William Thomson. It was the fact of this committee 
having worked so successfully which enabled the units so 
readily to acquire an international character. There was 
scarcely an electrician now who was not familiar with 
them—not because they were adopted in Paris, but from 
long previous experience. The exhibition at the Crystal 
Palace might have been of a purely commercial character, 
but its usefulness could hardly be doubted, considering how 
many people were unable to visit the Paris Exhibition, who 
would gladly have done so, and an opportunity was then 
given to many Corporations and Local Boards to study 
electric lighting, the result of which might be traced in the 
passing of the Act of last Session. He did not think that 
Act would now have been law, but for the interest awakened 
in the subject by the Crystal Palace Exhibition. Mr. Preece 
had described, in connection with the Munich Exhibition, 
the contrast between the past and present, but a more 
striking illustration could hardly be found than the one on 
the Thames Embankment, not far from that place where 
Cleopatra’s Needle looked down on the Jablochkoff candles 
at its base. He hoped the amount of speculation which 
had been taking place in connection with electricity, would 
be tempered with common sense, and that in the end no 
great harm would be done to any one. 

Mr. Currey asked if Mr. Preece could give any definite 
information as to the amount of power used by M. Marcel 
Deprez to generate the half-horse-power which he obtained 
in the Munich Exhibition. 

Mr. Preece, in reply, regretted that the questions asked 
were so few and simple. The one put by Mr. Currey was 
very pertinent, and he might say at once, that although the 
experiment referred to was exceedingly valuable in showing 
that it was possible to bring half-a-horse-power from a 
distance of thirty-four miles, in a straight line, which was 
equal to about seventy miles, because a double wire was used, 
still, the half-horse-power received at Munich was only 25 
per cent. of the power ptt into the machine at Miesbach. 
A gas-engine was employed there, and measured exactly by 
the brake that was put into the dynamo machine at 
Miesbach, 130 kilogrammetres, while it gave out at Munich 
30 kilogrammetres, or, in other words, two horse-power were 
put into the machine at Miesbach, and half-horse-power came 
out at Munich. This was not a very high result; at first 
M. Deprez himself thought that the machine at Miesbach 
was worked by one horse-power ; but the careful measure- 
ment made by the jury had dissipated that illusion, and the 
French journals were now occupied in trying to explain away 
the mistake made in the first instance. With regard to the 
observations of Mr. Shoolbred, he was bound to admit that he 
had, very properly, taken him to task for not having given 
sufficient credit to the Committee of the British Association 
for the establishment of the units which were accepted at 
Paris. The Committee of the British Association had been 
sitting for twenty years, and had taken an almost indescribable 
amount of trouble, the result of their labours being to 
place the whole, system of electrical. measurements on 
such a plain and satisfactory basis, that it required very 
little difficulty to convince foreigners of its simplicity and 
coherency ; and it was solely owing to the ground having 
been cleared beforehand by the British Association 
that the object was so completely effected at Paris. With 
regard to the effect of the Crystal Palace Exhibition 
in expediting the progress of electric lighting, he would ask 
whether the progress made during the past year, great as it 
was, was à healthy progress, and would not the progress have 
been much more solid, very much more commercial, and 
much more sensible, if there had been no Crystal Palace 
Exhibition to excite the cupidity of speculators Although 
the progress had been great, the mania had been greater ; 
and the number of enterprises thrown upon the world had been 
outrageous, chiefly due to the unnatural excitement produced 
by the exhibition. He would even ask whether the Act of 
Parliament was called for, and whether the discussion in 
Parliament with regard to it had not had a tendency to 
check that solid material progress which true scientific re- 
search and experiment would have created ? In his opinion 
the operation of the Act had been to check the progress of 


sound electrical enterprise in this country ; it had been im- 
possible to obtain from Corporations permission to lay wires 
underground, or to take any action whatever. Everybody 
had been waiting for this Act, and now it was passed every 
one was trying their utmost to strangle the electric bantling. 
He did not agree, therefore, that the Crystal Palace Exhibi- 
tion was the cause of healthy progress, and he had very 
considerable doubts whether it would not have been very 
much better for Corporations to have allowed solid com- 
panies to have worked their way quictly, and to have waited 
another Session for an Act of Parliament. One effect of 
these exhibitions he had omitted to mention, and that was 
the readiness with which wants were supplied when they 
were made known. Engineers who had been accustomed to 
deal with large dynamo machines often found their watches 
act very eccentrically. Watches were usually made with 
vibrating springs of steel, and these springs, when they came 
in the immediate way of powerful dynamo machines, became 
magnetised. When so magnetised, their movements became 
very irregular. If you laid a watch down at night north 
and south it would very likely gain five minutes by the 
morning, whereas, if laid in the opposite direction, it might 
lose five minutes. But it was only necessary to point this 
out in order to have the evil remedied. He had found his 
watch become very eccentric in its movements from this 
cause, and he therefore put it in the hands of Messrs. Dent. 
Since then he had been travelling all over England in all 
sorts of weather, and had been amongst dynamo machines 
so powerful that he could feel the influence of the current on 
himself, but his watch had gone with perfect regularity. 
That day he had compared it with the current from Green- 
wich, and found that in the last five weeks it bad not varied 
two seconds. This was owing to the application of a new 
principle in the balance-wheel suggested originally by Mr. 
Crookes and which had been adopted by Messrs. Dent and 
several other makers. He mentioned this to show how soon 
one’s wants were met when they were made known, and one 
wood result of the exhibition was to afford opportunities of 
making known such wants. 

The Chairman then proposed a vote of thanks to Mr. 
Preece, which was carried unanimously, and the proceedings 
terminated. 


A WEDGE AND DIAPHRAGM 
PHOTOMETER, 


Mr. SABINE has lately constructed a new photometer, 
which is shown in perspective in the figure. The stand 
supports a straight tube, at one end of which is an eyc- 
piece, and at the other end a paraffinc lamp. The middle 


portion of the tube is cut away, and has slipped over it a 
collar, to which a frame is attached, carrying a wedge of 
neutral-tinted shade glass, adjustable by a rack and pinion. 
Inside the collar is fixed transversely a disc of ground opal 
glass, which the paraffine flame illuminates to a known 
degree. This disc constitutes the field of comparison, the 
illumination of which is adjustable by means of a series of 
diaphragms of known aperture, placed at the end near to 
the paraffine flame. At the side, between the wedge and the 
collar which carries it, is a narrow pane of ground opal 
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glass, just behind which a small mirror is fixed at an angle 
of 45° to the axis of the tube. This mirror is supported 
from the centre of the transverse opal disc in such a way 
that the support is hidden from the observer by the mirror 
itself—an arrangement which ensures the apparent juxta- 
position of the illuminated surfaces which have to be com- 
pared. The light to be measured is placed on the right- 
hand side of the photometer and the wedge turned with the 
collar, so that the light falls normally upon the face of the 
wedge, passes through the wedge, through the pane of opal 
glass, and is incident upon the mirror, which reflects it to 
the eye of the observer. The wedge is shifted to interpose 
a greater or less thickness of the absorbing medium, till a 
balance is obtained, that is, until the apparent illumination 
of the mirror is equal to that of the field of comparison in 
the middle of which it isseen. If the range of the wedge 
is insufficient to admit of this, the degree of illumination of 
the field is altered by means of the diaphragms. 

The employment of glass wedges for photometric compa- 
risons is not new, having been already used by both Xavier 
de Maistre and Quetelet; but no practical photometer 
based upon this method has hitherto been constructed. 
The employment of diaphragms for increasing the range of 
the wedge is found to work well, and to enable the observer 
to adjust the illumination of the field with exactitude, the 
bright part of the parafline flame being, of course, kept 
opposite to, and so as to well cover, the diaphragm aperture. 

A table is constructed giving for each position of the 
wedge and for cach diaphragm the value in standard candles 
of any light placed at one metre distance from the instru- 
ment; and if the light be placed at any other distance, the 
number in the table has simply to be multiplied by the 
square of the actual distance in metres. 

For ascertaining approximately the amount of light which 
passes through any given coloured glass—such, for example, 
as Orange glass—the eye-piece is furnished with a disc, con- 
taining small panes of white and different coloured glasses, 
cither of which can be interposed at pleasure. 

This photometer is made by Messrs. Elliott Bros. in two 
forms: one for use vs a portable photometer, as in the 
figure, and the other on a more solid stand, for laboratory 
purposes, | 


ON THE CURRENTS PRODUCED BY 
NITRATES IN IGNEOUS FUSION ON 
CONTACT WITH CARBON HEATED 
TO REDNESS. 


By M. BRARD. 


In a former paper (November 13th last) I indicated the result 
of my experiments on the properties of nitrates in contact 
with incandescent carbon. 

To utilise these properties I undertook a first series of 
researches in order to obtain a special combustible which, 
burning in any furnace, might produce directly heat and 
electricity. In a second series I have undertaken, on the 
contrary, to realise a special furnace in which these physical 
agents may be produced with any combustible. 

1. Electrogenie fue! —My first attempt in this direction 
was the preparation of a small instrument which I call the 
electrogenic candle. This candle was made up of an agglo- 
meration of coal-dust, cemented together with treacle in a 
mould where it was compressed with wires. These wires, 
issuing at one end of the little cylinder of carbon, form the 
negative pole. This agglomeration was then wrapped in a 
slender sheet of asbestos paper, which is in turn covered with 
copper wires constituting the positive pole. ‘Then the whole 
is repeatedly steeped in a bath of melting nitrate, so as to 
form a coating of five to six millimetres in thickness. 

The apparatus thus constructed has a rude resemblance to 
a candle, of which the carbon is the wick, whilst the nitrate 
takes the place of the wax. If the two poles are then con- 
nected by a galvanometer and the carbon heated to redness 
an energetic deviation of the necdle is observed. This 
deviation persists during the whole duration of the combus 


tion with abrupt variations indicating great variations of 
intensity. When once kindled the carbon continues to burn 
alone, melting briskly and giving a flame of great brilliance. 

This candle burns quickly ; the pure nitrate, which melts 
in contact with the ignited carbon, attacks it too energetically ; 
the circumference of the charcoal before the centre is burnt 
is covered with a layer of a refractory salt which injures the 
continuity of the chemical action. Besides, the conducting 
wires lodged in the nitrate are more or less affected by the 
vivacity of the combustion. All these causes combined 
explain the variation in the intensity of the current. To 
make the candle a regular source of electricity and heat, it 
is necessary to eliminate these causes by alternating the 
combustion energy of the nitrate. I have effected this 
by mixing with the salt an inert body, such as a carbonate, 
and particularly ordinary ashes, which I introduce into the 
nitrate bath in the proportion of 2 parts ash to 1 part of 
nitrate. Under these conditions the carbon burns 
regularly ; it is no longer encrusted, and does not melt at 
the point of contact of the mixture. The current acquires a 
remarkable constancy. 

This result being acquired, it became possible to produce 
a true electrogenic combustible. The briquette battery, 
which I have constructed on this principle, is an agglome- 
ration of ordinary coal, upon which rests a tablet of a 
mixture of nitrate and ashes, in the proportions mentioned 
above and separated from the coal by a thin sheet of asbestos 
paper. The poles of this element are constituted by 
metallic rods, which traverse the carbon and the nitrate and 
appear at one end of the mass. If one of these briquettes is 
in the fire by the end opposite to its poles, the carbon 
becomes red-hot, the nitrate melts, and a current is set up, 
feeble at first, but becoming more and more intense, until it 
reaches a maximum, which remains constant as long as the 
intensity of combustion in the fire remains constant. 

Two of these briquettes, connected in tension, decompose 
water. 

I hope to improve the yield of this battery, the specimens 
of which produced in the laboratory by hand are still rude. 
I hope to increase the electromotive force by mixing with the 
nitrates chlorates, the oxidising power of which is greater, 
and to lessen the resistance by omitting the sheet of 
asbestos, which the considerable resistance of the black 
carbon seems to render needless. 

2. Elictrogente furnace—The attempts which I have 
made to obtain a furnace producing directly heat and 
electricity with any combustible whatsoever, have not suc- 
ceeded completely, because of the difficulty of insulating the 
elements. Still the results obtained show that the object in 
view is not impracticable. 

We may conceive above a fire a central reservoir, contain- 
ing nitrate kept in fusion, and letting this liquid flow in a 
constant and uniform manner upon inclined gratings. On 
these gratings rests the carbon of a series of small isolated 
fires, converging around a common centre. ‘The construc- 
tion of these fires is such that combustion ensues only on a 
limited space, near the grate which closes the lower 
extremity. Hence the combustion of the carbon in each 
fire takes place precisely where the melted nitrate flows. 
Metallic conductors or bars traverse the coal in each fire, 
and advance towards the nitrate-grate, which they approach 
as near as possible without actual contact. 


The working of such an apparatus is explained easily ; 


the ignited carbon and the melted nitrate meet in the con- 
ditions desired to produce a constant current. Each small 
furnace constitutes an element of which the nitrate-grate 
forms the positive pole, and the bars traversing the carbon 
the negative pole. The apparatus already constructed on 
this principle show that it is really thus. But hitherto I 
have not been able to avoid considerable losses by derivation 
and have been unable t> obtain tension currents.—Comptes 
Rendus, 


Tue GiLcuristr LECTURES.—In our notice of these 
lectures recently delivered in Scotland (see ELECTRICAL 
REVIEW of the 9th inst.), we spoke of the lecturer as Dr. 
Carpenter. We should have said William Lant Carpenter, 
Esq., B.A., B.Se., &c. We may add that a perusal of the 
syllabus of the lectures shows them to have been of a most 
instructive nature. 
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UPON THE ELECTRICAL EXPERI- 
MENTS TO DETERMINE THE LOCA- 
TION OF THE BULLET IN THE 
BODY OF THE LATE PRESIDENT 
GARFIELD ; 


AxD Upon A SUCCESSFUL Form or INDUCTION BALANCE 
FOR THE PAINLESS DETECTION OF METALLIC MASSES 
IN THE Human Bopy. 


By ALEXANDER GRAHAM BELL. 


(A paper read before the Amcrican Association for the Advancement 
of Science, at the Montreal Meeting, August, 1882.) 


(Continued from paye 193.) 
Original Experiments. 


Ix the theoretical arrangement recommended by Profs. 
Trowbridge and Rowland (fig. 6) the primary coil, A, was of 
smaller diameter than the secondary, B. This had given us 
no better effects than the ordinary form of Hughes’ balance 
(see fig. 2), in which the two coils, À, B, were of equal dia- 
meter. We then tried the effect of making the primary 
coil, A, of greater diameter than the secondary, B (see fig. 7), 
and in this case we appeared to obtain an increase of hearing 
distance. Five centimetres (2 inches) was, however, the 
utmost limit reached, when, on July 19th, Mr. J. Stanley 
Brown and Dr. Woodward visited my laboratory and wit- 
nessed some experiments. No difficulty was experienced in 
detecting a bullet held in the mouth by passing the explor- 
ing coil over the cheek ; and the presence of a flattened 
bullet held in the clenched hand was also readily determined. 
Dr. Bliss, Dr. Reyburn, and Surgeon-General Barnes visited 
the laboratory next day and expressed themselves as very 
hopefully impressed by the experiments. These were sub- 
sequently repeated in the surgeon’s room at the Executive 
Mansion for the information of Dr. Frank Hamilton and 
Dr. Agnew, who also scemed favourably impressed. 

Such opinions from the surgeons in attendance upon the 
President, and the continued interest shown by Prof, 
Newcomb, encouraged me to proceed with the experi- 
ments.* 

It was now determined to test the effect of cach convolu- 
tion of the primary coil, so as to arrive empirically at some 
idea of the best shape of coil. For this purpose Mr. Tainter 
constructed the instruments shown in fig. 8. Circular 
grooves were turned in two boards, one of which is shown in 
perspective at À and the other in section at D. An insulated 
copper wire could be pressed into any of these grooves so as 
to give the wire an exactly circular shape of known diameter, 
and the two ends were passed through an orifice in the back 
of the board, making connection with a similar ring of wire 
in the other instrument, as shown. <A small secondary coil, 
B, of fine wire, which could be moved with moderate fric- 
tion upon the horizontal rod, was connected to another 
similar coil, E, and to a telephone ; and a small brass ring, ©, 
which could also be moved along the horizontal rod, was 
used instead of a bullet to disturb the balance. 

In making an experiment with this apparatus the secondary 
coil (B) was first placed within the primary ring and in the 
same plane with it, and the balancing coil, E, was adjusted to 
produce silence. ‘The brass ring, c, was then moved along 
the horizontal rod until the balance was sensibly disturbed 
and the relative distances of the coils and the brass ring 
were noted. 

Continuing the experiment the coil, B, was moved a deter- 
mined distance beyond the plane of a, and the balancing 
coils again adjusted to silence. The brass ring, C, was once 
more caused to disturb the balance, and the new hearing 
distance was noted. The following are the tabulated results 
of a series of experiments made on the 19th of July, 1881. 


* I desire especially to express my gratitude to Dr. Frank Hamilton 
for words of encouragement spoken at a later date when sympathy 
and encouragement were greatly needed. 


The battery employed consisted of six bichromate cells con- 
nected in series. 
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These figures show that the distance from the primary coil, 
A (fig. 8), at which the influence of the brass ring, ©, became 
perceptible increased with the diameter of the primary ring, 
and that the secondary coil, B, required to be projected con- 
siderably beyond the plane of the primary in order to obtain 
th maximum effect. | 

The conclusion seemed a natural one that the degree of 
projection, A B, of the secondary coil should proportionally 
increase with the diameter of the primary ring, but the 
tabulated figures did not fully justify the inference. 

The experiments had necessarily occupied a considerable 
time, and I thought that the difference between the results 
that should have been observed, according to the above 
hypothesis, and those that were actually obtained, might 
have been due to the gradual exhaustion of the bichromate 
battery employed and to its polarisation, although every 
care had been taken to preserve its power by removing the 
carbon and zine plates from the solution, excepting when an 
observation was made. To test whether the battery exerted 
any material influence upon the hearing distance, a further 
series of experiments was made with the same battery. 

It will be seen by reference to the tabulated statement 
shown above that the maximum hearing distance, B ©, had 
heen obtained with a primary ring 11°3 cm. in diameter 
when the distance, A B, between the, primary and secondary 
coils was one centimetre. This arrangement of the appa- 
ratus was, therefore, adopted throughout the following ex- 
periments :— 


Ifearing Distane: 


1. Apparatus tried with 1 cell (bichromate battery) ... (BC, fig.8) — 9 
2. Six cells in series  … see (BC, fig. 8) — 16 
3. Six cells in multiple are sow one its … (BC, fig. 8) — 9 
4. Six cells in two series of 3 each sn din … (BC, fig. 8) — 15 
5. Same experiment repeated ont se … (BC, fig. 8) = 13% 
6. Same experiment repeated by Mr. Tainter … (BC, fig. 8) — 12°5 


These experiments proved that battery power did exert an 
influence upon hearing distance, and also that the battery in 
use was gradually deteriorating. 

I concluded, therefore, that if the battery power had re- 
mained constant, the hearing distance might not only have 
been proportional to the diameter of the primary ring, but, 
in order to attain the maximum effect the projection of the 
secondary coil beyond the plane of the primary might also | 
have been found to increase in like proportion. 

This led me to try the effect of a conical primary coil, A, 
with the secondary, B, at its apex, as shown in fig. 9, but 
the hearing distance for a bullet was only 3°5 cm. 

Singularly enough Mr. J. H. C. Watts, in Baltimore, had 
independently arrived at a very similar form of coil and with 
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Arrangement of apparatus used in the first experiment upon the late 
President Garfield, July 26th, 1881. 
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Fig. 18. 
Apparatus used in the second experiment upon the late President 
Garfield, August Ist, 1881. 
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the instrument shown in fig. 10 he had obtained at one time 
a hearing distance of 7°5 cm. (or three inches), but from 
some cause not ascertained he was unable subsequently to 
reproduce the effect. | 

The final form of apparatus adopted as the result of the 
above experiments is shown in fig. 11. With this arrange- 
ment and a battery of six bichromate clements freshly set 
up, we were always sure of a hearing distance of at least 
5 cm., although after the battery had been in use for some 
time the hearing distance hardly exceeded + cm. 

The following are the dimensions of the coils À B (fig. 11) 
and their resistance : 


Internal diameter... 4°39 cm. 

Wire used, No. 23 (cotton covered). Resistance. 2 ohms. 
Corz B...... External diameter ... ve 
Internal diameter =... 
Depth ... 


Wire used, No. 36 (silk covered). Resistance, 75 ohms. 
The face of the coil B projected beyond the face of coil À 
4 min. 
The balancing coils were made as nearly as possible the 


duplicates of A and 8. The resistance of the coil of the 
telephone employed was 75 ohms. 


Influence of Battery Power. 


The following experiments were made with this apparatus 
(fig. 11) on July 20th, 1881, to test the influence of battery 
arrangements upon the hearing distance of a leaden bullet. 


I.—Senrtes or EXPERIMEXTS WITI A BICHROMATE BATTERY WHIch 
MAD PREVIOUSLY BEEN IN USE FOR A FEW MINUTES. 


Ilearing distance of 
leaden bullet as 
observed by — 


A. G. Dell. 8, Tainter, 


cin, 
1 cell 


2.6 
2 cells in scries 33 3°) 
3 cells in series ar 4°] 
4 cells in series od 4°0 
5 cells in series 4°0 4°] 
6 cells in series y 4.3 
6 cells in multiple are ast 2°6 2°9 
oO 
6 cells in two scries of Sench 0 — 3°7 
0 © à 
6 cells in three series of 2 each... - — 4.3 4°0 


II.—Sertirs or A Lecnancnt Batrrery or TWENTY 
CELLS WHICIE HAD BEEN SET UP FOR ABOUT One Moxtn. Ir 
HAD BEEN KEPT NORMALLY UPON OPEN CIRCUIT, AND HAD ONLY 
BEEN OCCASIONALLY USED. 


Hearing distance, 
20 cells in series Si 


CIN. 
20 cells in 10 series of 2 each 3°6 em. 
20 cells in 5 series of 4 cach 4°1 em. 
20 cells in 2 scries of 10 each 3°0 cm. 


Although the battery appeared to be in good condition, a 
close inspection showed that the connections were dirty, and 
that one of the zine wires was half broken through. 

The defective cell was now removed from the circuit and 
the connections of all the other cells cleansed and tightened. 


IlI.—Tue EXPERIMENTS WERE THEN MADE WITH THE 
LECLANCHE CELLS UNITED IN SERIES :— 


No, of cells, Hearing dis- 


em. cm. 
l 11 3°8* 
2 2°8 12 4°2 
15 4°2 
4 14 4-9 
San 15 4°3 
16 4°2 
7 o6 17 4°9 
8 18 4-2 
y 4°0 19 4-2 

10 


* Balance not quite perfect. 


These results are graphically represented in fig. 12. 

It will be observed that the hearing distance was carried 
nearly one third as far again as at first, simply by increasing 
the number of cells employed without any other change in 
the arrangement. It will also be noticed that the apparatus 
requires to be adjusted to complete silence in order to obtain 
the maximum effect. 

As a general result of all our experiments with voltaic 
batteries we find that 7 is advisable to use a battery possess- 
ing great electromotive force and slight internal resistance, and 
to connect the cells in series. 


Experiments upon Living Suljects. 


On the 22nd of July an experiment was made, at the 
request of Dr. Bliss, upon the person of Lieut. Simpson, 
who had carried a bullet in his body for many years. 

When the exploring instrument (fig. 11) was passed over 
the lientenant’s back a sonorous spot was found, but the 
indications were too feeble to be implicitly relied upon. 
Imagination very easily conjures up a feeble sound like that 
observed, but a number of experiments by different observers 
seemed to indicate that in this case there was an external 
cause for the sound—probably the presence of a very deeply- 
seated bullet. The results of this experiment were communi- 
cated to Dr. Bliss, in a letter dated July 23rd, 1881. 

On the 25th of July Prof. Rowland visited me at Wash- 
ington and suggested the use of a condenser in the primary 
circuit. I had previously discussed this idea with Mr. 
Tainter, but, not haying a condenser at hand, we had been 
unable to make any experiment. After our conversation 
with Prof. Rowland, however, we were so impressed by the 
importance of the point that we obtained a condenser next 
morning, and found it to produce not only a different quality 
of sound when the bullet approached the coils, but also to 
increase the hearing distance of the instrument shown in 
fig. 11 at least one centimetre. 

On the evening of the same day (July 26th) our apparatus 
was carried to the Executive Mansion and an experiment 
made upon the person of the President. 

From some cause then unknown a balance could not be 
obtained, and the results were, therefore, uncertain and in- 
definite. It was discovered afterwards that a mistake had 
been made in the mode of connecting the condenser. ‘The 
latter should have been connected at E F (fig. 13), whereas 
it was placed at E.G, thus influencing only one, instead of 
both, of the primary coils. 

‘With the condenser properly arranged experiments were 
tried on July 29th and 80th on three soldiers from the 
Soldiers’ Home who had been wounded during the Civil 
War, namely, John Teahan, Asa Head, and John McGill. 

In the case of John Teahan no results were obtained. In 
the case of Asa Head, who had a buckshot in the cheek, 
loud and well-marked sounds were heard in the telephone ; 
and in the case of John McGill, who was supposed to carry 
a bullet in his back, no results were obtained. 


Further efforts were then prosecuted for the improvement 
of the apparatus. 


Further Experiments to Improve Apparatus. 


Our attention had hitherto been directed chiefly te 
modifications of the exploring instrument. We now inves- 
tigated the effect, upon the hearing distance, of the coils 
used to obtain a balance. 

The following experiments, made July 29th, 1881, bear 
upon the point : 

Exp. 1. (See fig. 14.) Resistance of primary, A, of ex- 
ploring instrument, 2 ohms ; resistance of primary, c, of 
balancing coils, also 2 ohms; resistance of exploring 
secondary, B, 140 ohms ; and of balancing secondary, D, 
120 ohms. | 

Result : Hearing distance of bullet from explorer, a B, 
9) cm. Hearing distance from balancing coils, € D, also 
CM. 

Exp. 2. (See fig. 15.) Same exploring coils as in Exp. 1, 
but balancing coils consisted of a flat primary, r—resistance, 
530 ohms; and flat secondary, r—resistance, 83 ohms. 
The adjustment was made by sliding the secondary coil 
upon the primary until a position of silence was obtained. 

Result : Hearing distance from explorer, A B, 1°5 em. 
Hearing distance from E F, 3 cm. 


| 
| 
No, of cells, Hearing dis- 
tance, 
+ 


+ 
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As a general result of our experiments we found that 
every increase in the resistance of the balunciny cols 
(especially the primary) reduced the hearing distance of the 
exploring instrument, and it became, therefore, desirable to 
do away with this source of resistance as much as possible. 


Return to Original Form of Apparatus. 


This led us back to the original form of apparatus that 
had first occurred to me (see fig. 1), in which a single pair 
of coils was employed. A few other experiments, made 
July 29th, 1881, will show the importance of the point 
attained. | 

Exp. 3. The two flat coils, E F, used in Experiment 2 
were arranged as in fig. 16, so as to form a balance by them- 
selves. 

Result : Hearing distance, 7 cm. 

In all these experiments the battery used consisted of four 
cells (Leclanché). 

Exp. 4. The same coils used in Experiment 3 were tried 


Fia. 16. 


again, as shown in fig. 16, but with a battery of eight cells 
{Leclanché). 
Result : Hearing distance, 8°7 cm., or nearly 34 inches— 
a result 2 unprecedented in our experiments. 
0 


The following are the dimensions of the coils, E F : 
Com E....ÆEaternal diameter .......... 10 cm. 
Internal diameter .......... 2°5 cm. 
Wire used, No. 23, (silk-covered). 
Cort F..,, External diameter ......, 
Internal diameter ,,........ 2°5 cm. 


Wire used, No. 28 (silk-covered). 


Exp. 5. The same coils, E F, used in Experiments 2, 5, 
and 4, were tried once more with a battery of six large 
bichromate elements, and with a condenser, G, in the 
primary circuit, as shown in fig. 17. 


Result; Hearing distance 13 cm., or more than 5 inches. 

This great increase in hearing distance seemed to be 
chiefly due to the condenser, for upon disconnecting it the 
hearing distance was little more than 9 cm., but further ex- 
periments proved that other causes also contributed to the 
result. 

Exp. 6. When the condenser was in circuit and the leaden 
bullet close to the coils (arranged as in fig. 17), the sound 
produced by the telephone was a musical note whose pitch 
was the same as that normally produced by the vibration of 
the reed of the interrupter. Mingled with this tone could 
be distinguished a number of feebler tones of very much 
higher pitch. Upon withdrawing the bullet gradually from 
the coils the fundamental sound became fainter, and one of 
the high upper-partial tones gradually acquired prominence ; 
and at a distance of about 8 or 9 cm. the fundamental could 
no longer be distinguished, hut the high tone persisted, and 
was clearly audible up to a distance of 13 cm. ‘The effect 
was very striking, and when the bullet was moved to and 
fro parallel to the plane of the coils, E Fr, at a distance of 
about 10 cm., the telephone emitted a shrill, whistling sound 
each time the sensitive area (H) was passed. 

It was noticed that other metals, such as iron, brass, and 
copper, did not scem to reinforce this high tone to any great 
extent, but brought out the fundamental at every distance 
where an effect was produced. 


Expr. 7. The condenser, @ (fig. 17), was removed from 
the circuit and the leaden bullet held about 4 or 5 cm. from 
the coils, E F. The fundamental tone was heard, and the 
characteristic upper-partial could also be distinguished, but 
it was only faintly audible. Upon now suddenly replacing 
the condenser the high upper-partial tone was instantly re- 
inforced as if by a resonator. 

Exp. 8. The rheotome employed to interrupt the primary 
circuit (which had been placed in a distant room) was found 
to be vibrating badly. The reed, 1, of the instrument (sec 
also fig. 5) was rattling against its contact pieces, thus pro- 
ducing an impure sound, and I could distinguish amongst 
the upper-partials the tone that had been reinforced by the 
condenser. Upon screwing up the contact pieces so as to 
improve the vibration I could no longer distinguish the par- 
ticular upper-partial referred to, and upon returning to the 
room in which the coils, E F (fig. 17), were placed I could 
no longer detect the effects noted above in Experiments 
6 and 7, and the hearing distance did not exceed 9 cm. 

The peculiar effects obtained with the arrangement shown in 
fig. 17 thus seemed to depend (1) upon a particular kind of 
vibration of the reed of the interrupter, producing a certain 
high upper-partial or overtone, (2) upon the use of a condenser 
acting as a sort of electrical resonator for this tone, and (3) 
upon the use of the metal lead, 

Mr. Marean, of Washington, kindly lent me a number of 
condensers used by the Western Union Telegraph Co., and 
we found, upon connecting them with the coils, E F, as shown 
in fig. 17, and holding a leaden bullet near the coils, that 
each condenser reinforced a high upper-partial of different 
pitch. We arranged the condensers so that they could be 
successively introduced into the circuit with great rapidity. 
The effect was very curious and sounded somewhat like a 
Scotch air played upon the bag-pipes. The low hum of the 
fundamental could be heard continuously, like the drone of 
the bag-pipe, while the higher tone changed its pitch with 
each change of condenser. 

The pitch of the high tone reinforced seemed to depend upon 
the electro-static capacity of the condenser employed, but the 
exact relation between the two has not been ascertained. In 
Experiments 5, 6, 7, 8, and the subsequent experiments de- 
scribed above, the battery employed consisted of six pairs of 
carbon and zine plates of large area placed in a solution of 
bichromate of potash containing sulphuric acid. 

The effects noted above were not produced satisfactorily 
when the battery was much run down, nor were they ob- 
tained with a Leclanché battery which had been set up 
for some time, but which appeared to be in good condi- 
tion. 

It is evidently necessary in order to produce this character- 
istic high tone to use a battery possessing considerable clectro- 
motive force and slight internal resistance. 

Our experiments had reached this stage when, on Satur- 
day, the 30th of July, 1881, I was requested to make 
another trial upon the person of the President at the even- 
ing dressing of the wound. 

At this time, however, we had no exploring instruments 
completed excepting one or two like that shown in fig. 11 ; 
for it will be understood that the promising results noted 
above had been obtained from coils that were simply placed 
upon a table and adjusted by hand. 

We immediately proceeded to the Executive Mansion with 
the apparatus shown in fig. 13, prepared to make a trial, if 
it was deemed advisable ; but, upon learning of the results of 
our later experiments, the surgeons resolved to postpone any 
further trial until we could arrange the coils (fig. 17) in a 
portable form. 

By forced exertions the coils were arranged that same 
night in a wooden case, as shown in fig. 18. This case con- 
sisted essentially of two oblong blocks, AB. A shallow cir- 
cular recess was turned out in each block for the reception 
of one of the coils, and the two blocks were held together by 
four pins of ebonite, c, D, E, F, which passed up through 
slots in the upper block and were secured by ebonite 
thumb-screws. 

When the instrument was completed I found to my great 
distress that a balance could not be obtained by any adjust- 
ment of the apparatus. There was a position of minimum 
sound, and the telephone responded to a bullet presented 
to the central part, G, of the instrument ; but the hearing 
distance did not excced 3 or 4 cm., whereas we had obtained 
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with the same coils before the construction of the wooden 
case a perfect balance and a hearing distance of 13 cm. 

After numerous unsuccessful experiments had been made 
to ascertain the cause of the difficulty, it occurred to me 
that if two adjoining convolutions in one of the coils made 
contact at any point, a circuit of low resistance would bo 
formed (a single ring of wire in fact), in which the induced 
currents might circulate without reaching the telephone 
connected with the apparatus. I had previously measured 
the resistance of the coils without discovering any defect, 
but when I considered the large number of convolutions in 
each coil it seemed possible that a defect of this kind might 
exist which could not be discovered by a Wheatstone Bridge, 
excepting by very delicate and accurate observations. To 
test whether a short-circuited convolution would produce 
effects analogous to those observed, a piece of copper wire 
was bent into an annular form, and the ends connected 
together. On bringing this metallic ring near a pair of 
coils, A B, fig. 19, properly adjusted to silence, the balance 
was loudly disturbed. The copper ring, c, was held as 
shown in fig. 19, and the balance could not then be restored 
by any adjustment of the coils. A position of minimum 
sound was all that could be obtained, and the hearing distance 
was enormously reduced. This was prima facie evidence of 
the nature of the defect. 

The coils (fig. 18) were then removed from their case, but 
a cursory examination revealed no defect. Upon trial, how- 
ever (being arranged as formerly in fig. 17), a balance could 
not be obtained, and the hearing distance was only about 4*4 
cm. The defect was thus definitely located in the coils 
themselves. 

Upon close examination it was noticed that the outside 
convolutions of the primary coil were slightly frayed at one 
part, but it appeared hardly possible that so great a defect 
could be due to so apparently slight a cause. However, to 
test the matter, I removed the outside layer of wires and 
then tested the coils result again. 

Result : The defect had vanished—a perfect balance was 
obtained, and the hearing distance was again 13 cm.* 

The coils were then replaced in their case, and the com- 
pleted instrument tested. The lower wooden block, B (fig. 
18), was adjusted by hand as nearly as possible to the posi- 
tion of silence, and then the thumb-screws, C, D, E, F, were 
tightened. 

The balance now obtained was not quite perfect, but by 
striking the lower block, 8, a few smart blows with a wooden 
mallet we were able to reduce the arrangement to complete 
silence. 

The instrument was then in such a sensitive condition 
that it could scarcely be moved without affecting the 
balance. Upon gently swaying it backwards and forwards a 
pulsation of sound was heard at every swing. 

When the motion was carefully made, so that it was 
always in the same place, no pulsations were observed. 
They only occurred when the inclination of the coils was 
changed. 


* These experiments have revealed the cause of the extreme diffi- 
culty always experienced in obtaining a perfect balance with coils of 
fine wire. I have recently used an induction balance to test the 
condition of the helices that were employed in these researches, and 
discovered that in a large percentage of cases the insulation was 
defective. It is possible that some of the results described in this 
paper (especially of the earlier experiments) may have been vitiated 
by errors due to defects in the coils that were not suspected at the 
time. <A defect of insulation that is quite immaterial for ordinary 
purposes may be absolutely fatal to the success of an induction 
balance. Indeed, so much care is required in this respect that it is 
extremely difficult to obtain coils that are perfectly suitable for an 
apparatus intended to search out a bullet embedded in the body. I 
now make it a rule to test every helix used in induction balance ex- 
periments by bringing it up to a system of balanced coils like that 
shown in fig. 17. 

1. If the helix is perfect the balance is not disturbed until the ter- 
minals of the coil are connected. 

2. If there is a break in any of the convolutions the balance is not 
disturbed, even when the terminals are connected. 

3. If a convolution is short-circuited the balance is disturbed, even 
though the terminals are not connected, and the sound produced is 
the fundamental of the rheotome employed to interrupt the primary 
circuit. 

4. If the insulation is defective the balance is disturbed, although 
the terminals are not connected, and a peculiar spluttering effect is 
noticed like that produced by a series of sparks. . 

I propose to apply this method practically as a means of testing 
the condition of the helices used in the construction of induction coils 
and those employed in the manufacture of telephones. 


This defect was found to be due to the bulging of the 
thin portion, G, of the wooden case (fig. 18) under the 
weight of the enclosed cvil, and the simple pressure of a 
finger on this portion of the case disturbed the balance. 
The movement of the lower coil when the instrument was 
swayed about must have been inconceivably small, but on 
account of the extreme sensitiveness of the arrangement, it 
produced a perceptible effect upon the balance. 

The pulsating sound did not seem to interfere with the 
detection of a bullet held in the clenched hand, nor did it 
seem to affect the hearing distance. I therefore despatched 
a messenger to the Executive Mansion (Sunday morning, 
July 31st), with a note for Dr. Bliss, to let him know that 
the instrument was in a condition to be used, should any 
necessity arise for an immediate experiment. At the same 
time I informed him that the apparatus in its present form 
was very crudely constructed, and that I hoped to improve 
it very greatly in the course of a few days. On Sunday 
afternoon (July 31st) we sent to the Soldiers’ Home for John 
McGill, upon whom we had experimented the previous day 
without results (using the apparatus shown in fig. 11). 

Upon trying the new instrument (fig. 18) we had no 
difficulty in finding a sonorous spot in his back, at the place 
where the bullet was always supposed to be. 

This result was at once communicated to Dr. Bliss, and 
in reply we were requested to make the experiment upon the 
person of the President next morning. 

On Monday morning (August 1st, 1881,) we accordingly 
removed our apparatus to the Executive Mansion. 


The Late President Garfield. 


During the former experiment (July 26th) a sudden sono- 
rous effect had been observed upon passing a point near the 
spot where the surgeons suspected the bullet to be lodged, 
but I had been unable to verify this by a second observa- 
tion, although the exploring instrument (4 B, fig. 13,) was 
repeatedly passed over the same place. The sound had been 
so loud and well marked that I believed at the time it must 
have been caused by a sudden irregularity in the vibration 
of the reed of the rheotome used to interrupt the primary 
circuit, for the arrangement (as explained before) was 
not perfectly balanced, and any irregularity of this kind 
would, under these circumstances, have affected the tele- 
phone. At the same time the coincidence was remarkable 
that the exploring instrument should have been at that very 
time so near the suspected seat of the ball, and this led to 
the thought that perhaps after all the bullet had been the 
cause of the sound. I felt confident that the new instru- 
ment (fig. 18) would at once decide the question, for the ex- 
treme hearing distance of the former apparatus (fig. 13) was 
only 6 cm., and the apparatus shown in fig. 18 was so supe- 
rior in this respect that if the sound had really been due to 
the bullet we should obtain with the new instrument distinct 
and well-marked effects. When the new explorer (fig. 18) 
was passed over the suspected spot nothing was heard 
excepting a slight pulsating sound as the instrument was 
moved to and fro. This was evidence to me that the former 
sound had been of accidental origin, whether the bullet was 
there are not. With the view of eliminating any error of 
observation caused by the pulsations due simply to the 
movement of the instrument, I lifted the latter (without: 
changing the inclination of the coils) to a height of about 
50 centimetres above the body of the President, and moved 
it to and fro in as nearly as possible the same way I had 
donc at the lower elevation. 

I presumed that if the pulsations heard were due simply 
to the movement of the instrument, they should occur with 
equal strength at the two elevations ; but if any portion of 
the sonorous effect was due to the influence of the bullet, 
the pulsations at the two elevations would be different in 
intensity. I was struck by the fact that, although the 
sonorous pulsations were very feeble, they were sensibly 
louder when the instrument was close to the surface of the 
body than when it was raised. Continuing the exploration, 
I found a considerable area over which similar effects were 
noticed, but upon carrying the instrument towards the back 
of the President, the difference between the pulsations pro- 
duced at the two elevations grew less and less, and finally 
could not be distinguished. 

The difference in the loudness of the sound at the two ele- 
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vations was so slight that it probably would not have been 
noticed by an ear unaccustomed to listen to feeble effects, and 
I feared that the general expectation that the bullet would be 
found in that part of the body might have led me to imagine 
a difference that did not exist. For the purpose of eliminating 
as far as possible any personal error, I requested Mr. Sumner 
Tainter (who was the only other person present whose ear had 
been sufficiently trained to be reliable in such an emergency) 
to repeat the experiments and let me know the result. Upon 
our return to my laboratory we compared notes, and I found 
that his observations tallied with mine. He declared he 
could not obtain a distinctly localised effect, but stated that 
he had observed a reinforcement of the pulsation over an 
area of at least two inches in the neighbourhood of the spot 
to which his attention had primarily been directed, and that 
he was convinced that the bullet was within that area. 

It appeared reasonably certain that the area of feeble 
sound was due to some external cause, and was not simply 
an effect of expectancy. In the absence of any other apparent 
cause for the phenomenon I was forced to agree in the con- 
clusion that it was due to the presence of the bullet, and I 
so stated in my report to the surgeons. I was by no means 
satisfied, however, with the results obtained, for no such 
effects had been observed before in our experiments with 
bullets. I tried to reproduce the effects by moving the 
instrument (fig. 18) at different distances over a bullet, but 
in every case where an effect was produced the sound was 
quite sharply localised. I thought that perhaps the body 
of the patient might have affected the result, and so experi- 
mented upon a bullet buried in a piece of meat, but no 
difference of effect was noted. This led me to fear that the 
extensive area of feeble sound might have been due to some 
extensive area of metal that was unsuspected at the time, 
and I proceeded to the Executive Mansion next morning 
(August 2nd) to ascertain from the surgeons whether they 
were perfectty sure that all metal had been removed from 
the neighbourhood of the bed. It was then recollected that 
underneath the horse-hair mattress on which the President 
lay was another mattress composed of steel wires. 

Upon obtaining a duplicate, the mattress was found to 
consist of a sort of net of woven steel wires, with large 
meshes. The extent of the sonorous area having been so 
small, as compared with the area of the bed, it seemed 
reasonable to conclude that the steel mattress had produced 
no detrimental effect.* I was unable to continue experiments 
with the stecl mattress, as just at this time I was obliged to 
leave Washington on account of illness in my family. 
Althongh I was unable for a long time afterwards to carry 
on personally Induction Balance experiments, the investiga- 
tions were ably continued under my direction by Mr. Thomas 
Gleason, in the establishment of Mr. Charles Williams, Jun., 
in Boston. 


Experiments continued in Boston. 


Mr. Tainter forwarded from Washington drawings of an 
improved apparatus he had designed to remedy the defects 
of the instrument shown in fig. 18, in which the case, ad- 
justing screws, &c., were all to be composed of ebonite. 

Mr. Gleason constructed for me a number of such ebonite 
instruments differing slightly from one another in detail, and 
the apparatus shown in fig. 20 combined the different points 
that had been approved. | 

The two coils, A B, were eccentrically arranged in two 
circular discs of ebonite, C D, and the adjustment was ob- 
tained by means of an ebonite key, 0, like the key used for 
tuning pianos, which turned a cam, M, pivoted in the upper 
disc and working in a slot, N, in the lower disc. 

In order to prevent any movement of the coils, excepting 
that produced by the adjusting-key, 0, each coil was placed 
in a recess turned out in its ebonite disc, the edges of which 
were bevelled as shown at R.  Paraffine was then poured in 
so as to fill up each recess. But this alone did not prevent 
a slight pulsation of sound when the instrument was swayed 
from side to side, and a very slight pressure of the finger on 
the thin portion of the ebonite plate under the coil, B, was 
suflicient to destroy the balance. 

This was remedied by strengthening this portion by 


* The death of President Garfield and the subsequent post-inortem 
examination, however, proved that the bullet was at too great a 
distance from the surface to have affected our apparatus. 


means of a rod of ebonite which passed up through the 
centre of the coil and through a slot, 1, in the upper ebonite 
plate, and was clamped firmly after the adjustment of the 
instrument by an .ebonite thumb-screw, H. This, however, 
increased the difficulties of adjustment. When the coils 
were adjusted to silence, then the tightening of the thumb- 
screw, H, disturbed the balance ; and if the thumb-screw, 
H, was tightened first, then the adjustment could only be 
made by a series of jerks on account of friction, In practice 


we found it best to adjust the instrument a/most Lo silence, 


and then the tightening of the thumb-screw, u, completed 
the balance. 

This was the form of apparatus at which we had arrived 
at the time of the death of President Garfield. 

The difficulty of adjusting the coils led me ultimately to 
the idea of the apparatus shown in figs. 21, 22, 23, 24, which 
is the most practical form of the instrument yet devised, 

The two exploring coils, a 8 (fig. 21), are arranged as 
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shown, in a recess turned out in a single block of wood, c. 

The coils are temporarily connected with a telephone, 
battery, and rheotome in the manner shown in fig. 1, so 
that they may be adjusted by hand to form a balance. When 
they have been arranged in their position of silence the 
hollow in the block of wood, c (fig. 21), is filled with ‘melted 
paraffine. Upon cooling, the two coils are found immovably 
fixed in one solid cake of paraffine. 

As a matter of practice it is found impossible to fix the 
coils in this way exactly in their position of silence ; but by 
means of two other very small coils, D E (fig. 22), of insigni- 


Fic. 22. 


Apparatus with which the location of the bullet in the body of 
Col. Clayton was discovered, October 7th, 1881. 


ficant resistance, forming a sort of fine adjustment external 
to the explorer, a perfect balance is easily obtained. In 
this instrument the swaying of the coils, A B, produces no 
effect upon the balance. 

The completed arrangement is shown in pian in fig. 22, 
and the explorer and: balancing coils are shown separately in 
perspective in figs. 23 and 24. 

On account of the small size and slight resistance of the 
balancing coils, we were enabled to make the adjustable 
parts of the balancer of metal without practical interference 
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with the sensitiveness of the exploring instrument, and this 
gave us the power of making very delicate adjustments of 
the balancing coils. | 

We found it advisable, however, to avoid placing metal 
over the sensitive area of the coils, as had been done in the 
instrument shown in fig. 24. 


Fic. 23. Fic. 24. 


In the balancing apparatus shown in fig. 25 (which is the 
most perfect one yet constructed), the lever to which the 
upper.coil is attached is made of hard rubber. 

n fig. 26 is shown the most convenient form of case yet 
devised for holding the exploring coils. 


By invitation of Dr. Frank Hamilton, experiments were 
made with it at his office in New York, October 7th, 1881, 
the instruments used heing those shown in figs. 22, 23, 24. 


Fig. 25. Fic. 27. 


As this was the first successful application of the Induc- 
tion Balance to the discovery of the situation of a ball in 
the body, the position of which was previously unknown, I 
may be pardoned for entering somewhat into detail. 

I shall quote from the Medical Gazetle® of NewYork 
an account of the experiments, written by one of the wit- 
nesses : 


The First Successful Application. 


On Friday, October 7th, by invitation, several medical gentlemen, + 
including the writer, met Prof. Bell at the house of Dr. Frauk H. 
Hamilton, in this city, for the purpose of witnessing the practical 
application of his improved instrument. 

The first person subjected to experiment was General Calvin E. 
Pratt, judge of the supreme court of the State of New York, and 
who is now a resident of Brooklyn. General Pratt, at the battle of 
Gaines’ Mills, June, 1862, this being the second day of the famous 
seven days’ retreat across the peninsula, received a ball in his left 
cheek, which penetrated through the nares and was lodged in the 
right antrum. Its presence at this time was recognised by his 


— 


*See Medical Gazctte, October 15th, 1881, pp. 347-349. 

Tt The following are the names of the medical gentlemen who were 
present, each one of whom verified personally the results and declared 
his entire satisfaction with every experiment that was made: J. C. 
Hutchinson, J. G. Johnson, and J. G. Allen, of Brooklyn; Elias 
Marsh, of Patterson, N.J.; Nathan Bozeman, J. H. Hunter, G. 
Durant, F. Delafield, L, Damainville, W. M. Chamberlain, J. H. 
Girdner, Frank H. Hamilton, and E, J. Bermingham, of New York. 


surgical attendant, Dr. Damainville, and its exact position has been 
known from that day until this, it having given rise at times to much 
pain and suffering. 

‘General Pratt has been seen by Dr. Hamilton and Dr. Damain- 
ville occasionally from that time forward, and they have from time to 
time urged upon him the necessity of its removal. General Pratt, 
however, was anxious to know whether Prof. Bell’s instrument would 
indicate its presence at the same point as declared by his surgeons. 

The results of the experiment were conclusive and entirely satis- 
factory to General Pratt, the response being heard distinctly, but rather 
feebly, by every person present in the room. The feebleness of the 
response was supposed to be due to the fact that, owing to its situa- 
tion and the peculiar form of the instrument containing the induction 
coils, it was impossible to bring the centre of its surface very near the 
site of the ball, the ball being situated very near the depression at 
the ala of the nose. 

The next patient was Col. B. F. Clayton, who received a wound at 
the battle of Cedar Mountain, Virginia, Aug. 9th, 1862. 

The missile was supposed to be an Enfield rifle ball, and the wound 
was supposed to be mortal by the medical director of General Banks’ 
staff and his assistants. The ball passed through the sternal end of 
the left clavicle, and was supposed to have lodged in the muscles 
under the superior angle of the corresponding scapula. The injury 
was followed by complete paralysis of the left arm, continuing for a 
period of six months; and his arm has never yet been completely 
restored to its normal condition. He suffers a great portion of his 
time from pains in the arm, shoulder, and portions of the back. 

‘Several small fragments of bone escaped through a fistulous orifice 
formed near the seat of the original wound. 

About eighteen months later an abscess opened on the front of the 
chest below the fifth rib and to the left of the sternum. Through 
this sinus his surgeon was able to carry a probe upwards and back- 
wards towards the top of the shoulder several inches, and which 
D. was supposed then to communicate with the seat of the ball on 
the back. 

. Pleural adhesions were recognised by the medical attendants as 
having occurred in the upper part of the left thoracic cavity. He 
has been troubled occasionally ever since the injury with cough, 
expectoration, and violent palpitations of the heart. A suspicion 
has even been entertained that the fistulous canal which remained 
open a period of eighteen months, and then became permanently 
closed, communicated with the bronchial tubes, but at no time was 
a suspicion entertained by him or his medical attendants that the ball 
was not lodged in the back and there closely encysted. 

We are disposed to mention as an evidence of Col. Clayton’s 
loyalty and faithfulness as a soldier that within six months of the 
receipt of the injury, and while the wound was still discharging pus 
aud blood, he returned to active duty with his regiment and remained 
in the field until the close of the war. 

In the presence of the gentlemen assembled Col. Clayton exposed 
his chest, and Prof. Bell proceeded to move the coils across that por- 
tion of his back. where the ball was supposed to be situated, the 
colonel indicating the point underneath the superior augle of the 
scapula as that which had been fixed upon by himself and all the 
surgeons who had examined him as its exact seat. Although being 
buried underneath the scapula, they had not been able to verify 
their diagnosis by the sense of touch. Repeated examinations were 
made over this region without any response both by Prof. Bell and 
several of the gentlemen who were present. 

The instrument was then moved in every direction across the back 
and shoulders with the same result. There was an evident feeling 
of disappointment on the part of Prof, Bell and all the gentlemen 
present, for no one entertained a doubt up to this moment that the 
situation of the ball was known and correctly stated by Col. Clayton. 

It was not until the lapse of half an hour, and a thorough ex- 
amination on the part of Prof. Bell to determine if there was not 
some imperfection in the working of the apparatus, that it was 
suggested to move the instrument along the front of the chest. 

This was done by Prof. Bell, and immediately he exclaimed, ‘I 
have found it!’’ And such was evidently the fact, as was verified 
by the personal examination through the telephone by every gentle- 
man present. ‘The response when the instrument was moved over 
the seat of the ball was loud and distinct, and left no room for doubt. 


_ After all the visitors present had had the opportunity of 
verifying my discovery of the sonorous spot on the chest of 
Colonel Clayton, experiments were made to determine as 
accurately as possible the exact position of the ball. 

The exploring instrument (fig. 23) was first held over 
that part of the chest where the maximum sound was ob- 
tained. The instrument was then moved slowly towards 
the left, until the sound could no longer be perceived. The 
position of the centre of the instrument was noted, and a 
vertical line, A B, fig. 27, was drawn with ink upon the skin 
through that point. This line indicated the boundary of 
the sonorous area towards the left. The experiment was 
then repeated by moving the instrument from the point of 
maximum sound towards the right, and also upwards and 
downwards, giving us the four boundary-lines shown in the 
diagram (fig. 27). The bullet was thus located within a 
square, C, of about one inch. 

The exact situation of the ball, as described in the 
Medical Gazetle— 

Was found to be within the thorax, probably in immediate contact 


with the inner surface of the ribs, the point being a little to the left 
of the sternum, between the third and fourth ribs, and two or three 
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inches above the cicatrix on the front of the chest, where the sinus, 
long since closed, had evacuated itself, and in « direct line from this 
cicatrix towards the left shoulder, which indicated the line of the 
track of the original sinus. 


Evry rinments with Needles, 


During my absence from Washington and from all conve- 
niences for experimenting personally with Induction Balance 
apparatus, I devised a method of verifying the indications 
of the Induction Balance and of ascertaining the exact 
depth at which a bullet lies beneath the surface. This 
method was communicated through Dr. Woodward to the 
surgeons in attendance on President Garfield, and it was 
made the subject of a special paper presented to the French 
Academy of Sciences November 7th, 1881. 

This method, although involving extremely slight pain, 
would ordinarily be used only as a preliminary to an opera- 
tion for the extraction of a bullet. The arrangement is 
shown in fig. 28. A fine needle, A, is connected to one ter- 


minal of a telephone, and the other terminal makes contact 
with a plate, B, preferably of the same material as that com- 
posing the needle, Place this metallic plate, B, against the 
surface of the patient’s skin and thrust the needle into that 
portion of the body where the bullet is believed to be lodged. 
When the point of the needle makes contact with the surface 
of the bullet, ©, a galvanic battery will be formed naturally 
within the body, the two poles of which are respectively the 
leaden bullet, ©, and the metallic plate, B. Under these cir- 
cumstances a click will be heard from the telephone each 
time the bullet is touched by the needle. This has been 
verified by experiments upon bullets. buried in a joint of 
meat. The click, though feeble, is unmistakable. 

I have no doubt that this method of exploration alone, 
without the induction balance, would prove of great service 
upon a field of battle, where the employment of complicated 
apparatus is impossible. Mr. Thomas Gleason has recently 
communicated to me the particulars of an experiment he 
witnessed, in the course of which this method was tried upon 
a living subject. The surgeon who conducted the experi- 
iment was unable to obtain any response from the induction 
balance employed, although from certain indications apparent 
to the sense ef touch he believed that the bullet was located 
in the part of the body submitted to experiment. 

To verify his supposition a needle, connected as above 
(fig. 28), was thrust into contact with the hard substance 
perceived, but no response was made by the telephone. The 
surgeon, however, believing that the bullet had been found, 
etherised his patient and proceeded with an operation, but 
discovered, when too late, that the bullet was not there. 


Further Modifications of Induction Balance. 


I sailed for Europe early in October, 1881, and have had 
no opportunity since of continuing my researches until quite 
recently. While I was in Europe, however, Mr. Samner 
Tainter devised a new kind of Induction Balance which de- 
serves mention here. The results obtained with this 
apparatus in its present form (fig. 29) are not to be com- 
pared with those produced by the best instruments described 
above, but there are undoubtedly great possibilitics of future 
development. 

The important feature is that the exploring instrument, 
5, consists of « single coil, so that there is no possibility of 


any part of the explorer getting out of adjustment. All 
the adjustments are made upon the stationary part of the 
apparatus, 

The current of the battery is divided between two equal 
circuits. One of the primary circuits contains the coil, 4, 
and the exploring coil, EF, and the other circuit the coil, ¢, 
and a rheostat, r. Coils A and © are exactly similar : and 


if the resistance introduced at R is equal to the resistance of 
the exploring coil, E, an acoustic balance can be obtained by 
the adjustment of the secondary coils, B pb, upon the primaries, 
Ac; but if the resistance introduced at R is different from 
that at E, Mr. Tainter states that no balance is possible. 

When the apparatus is adjusted to silence the approach 
of a bullet to the coil E destroys the balance. 

Although the great object of the researches that have 
heen brought before you to-day has been to find that ar- 
rangement of balance which will detect a bullet at the 
ureatest distance from the coils of the explorer, it must not 
be forgotten that in every case the instrument is more 
sensitive to the presence of a bullet placed ##side the ex- 
ploring coils than to one exterior to them. When, there- 
fore, we seck the location of a bullet in one of the limbs, it 
may be advisable to use an annular coil large enough to slip 
easily over the leg or arm, as the case may be. 


Fig. 30. 


In Mr. Tainter’s arrangement the exploring coil, E (fig. 
29), might simply be a large ring consisting of a number of 
convolutions of thick wire, which could be slipped over the 
limb, or the ring might consist of two coils, forming one 
side of a Hughes Induction Balance. 

In either case the loudest sound will be produced when 
the bullet is in the plane of the ring, and its exact location 
should be deduced from three observations. Suppose, for 
instance, that with the ring inclined in a particular direction 
the maximum sound is obtained when the ring occupies the 
position, A B (fig. 30). We know then that the bullet is in 
that plane. Now, incline the ring in some other direction 
and explore again. Let the position of maximum sound be 
now c Dp. We know then that the bullet is somewhere on 
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the straight line formed by the intersection of the planes, 
A B and c D. It is only necessary then to make a third 
observation with the apparatus so inclined that the plane of 
the ring cuts this straight line, for instance, the position, 
E F. The point of intersection of the three planes, &G, is 
then the exact point occupied by the bullet. 

I shall conclude this paper by the description of an 
experiment made in Newport, R.I., a few days ago. The 
results are so unprecedented in my experience that I feel 
they cannot be received as implicitly reliable until the ex- 
periments have been repeated and verified. 

I had arranged upon a table three coils (as shown in fig. 


Fig. 31. 


31). The large flat primary coil, A, was connected with a 
battery of four Bunsen elements and an interrupter, as 
shown, and the two small secondaries of fine wire, B Cc, were 
connected with a telephone. 

The secondary, B, was moved about on the primary, A, 
until a position of silence was obtained. Upon bringing a 
leaden bullet near c the balance was disturbed and a distinct 
sound produced from the telephone. There is nothing very 
strange about this when we know that the distance between 
A and C was only 15 centimetres, so that © was well within 
the field of induction of À ; but what did seem extraordinary 
was that the approach of the large steel blade of a penknife 
to the coil, c, produced no effect. The iron diaphragm of a 
hand telephone brought close up to the coil, c, produced no 
sensible disturbance of the balance, whereas a small disc of 
lead produced quite a marked effect. A disc of copper the 
size of a telephone diaphragm also produced a good effect, 
but the sound was not sensibly louder than that due to the 
small leaden disc. A diaphragm of zinc occasioned a feeble 
but distinct disturbance of the balance. It is unfortunately 
the case that in all the forms of induction balance described 
above lead gives the poorest effect of all metals. If people 
would only make their bullets of silver or iron there would 
be no difficulty in finding them in any part of the body. In 
the apparatus shown in fig. 31, however, it seems (unless 
subsequent experiments should reveal some fallacy) that we 
have an arrangement which is sensitive to lead and not to 
iron, or, at all events, which is more markedly influenced by 
lead than iron. 

It is hardly necessary to state that when the coil, c, was 
removed to a considerable distance from the primary, A, no 
effect was produced by the approach of metal to the coil, c. 

I have in this paper brought before you an outline of a 
labour of love pursued through many anxious days and 
sleepless nights. However imperfect or disappointing may 
be the results so far achieved, they are sufficiently encourag- 
ing to enable us to look forward with confidence to the 
attainment of still greater perfection. 

I hope to continue these researches in the future ; and 
certainly no man can have a higher incentive to renewed 
exertion than the hope of relieving suffering and saving life. 


EARTH CURRENTS.—A correspondent, writing from the 
Orange Free State, informs us that on the 17th November 
great trouble was experienced on the telegraph circuits 


through earth currents, which he had never before known so 
powerful, 
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CORRESPONDENCE. 


ELECTRICAL ENGINEERING CLASSES. 
To the Editors of Tue ELECTRICAL REVIEW. 


Sirs,—I should esteem it a favour if you would insert in 
your journal a few observations that I feel called upon to 
make on an article dated December 16th, entitled: 
“ Electrical Engineering Classes.” I should not have 
thought of answering a letter the writer of which had not 
the courage to sign his name, if I had not found in ita 
flagrant injustice, directed not only against one of my 
professors, but against the City and Guilds of London 
Institute as a whole. 

The gentleman who signs himself “ One who Wishes to 
Learn ” has not chosen an inappropriate nom de plume, for 
he really has a great deal to learn, since he has not been 
able to follow Professor Ayrton’s clear and interesting 
course ; only, it seems to me that such a pupil is not very 
competent to form an opinion on the lines followed by one 
of his professors. However that may be, our zealous 
student goes still farther ; not content with attacking his 
professor in the most irreverent manner, he proceeds to 
criticise, with truly inconceivable lightness, the whole 
organisation of the City and Guilds of London Institute. 
According to him, the institute is wanting in system, the 
professors and their assistants in zeal, the laboratory in 
apparatus and instruments! © fempora/’ O mores! if this 
were really the case. But fortunately it is not so, and if the 
writcr had tried to deserve the name he assumes he would 
perhaps have become acquainted with the system and the 
method observed at the course given at the institute which 
has condescended to receive him. 

It would be easy to prove to Mr. X or Y, no matter 
which, that perfect harmony reigns in the courses given by 
the professors of the institute ; every pupil can, by running 
through his notes, convince himself of the truth of my 
assertion ; and will feel compelled to acknowledge that all 
the efforts of his professors are directed to the same practical 
end. I have travelled somewhat, and have examined 
attentively numbers of schools and institutes of repute on 
the continent ; I can compare them and form an impartial 
judgment of their merits, and am not afraid to say, that by 
its method and practical tendency, and the zeal of its 

rofessors and assistants, the City and Guilds of London 
nstitute can vie with the best schools in Europe. 
CH. AUG. NUSSBAUM. 
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ELECTRICAL INSTRUCTION. 
To the Editors of Tux ELECTRICAL REVIEW. 


Dear Sirs,—Somewhat to the westward of Wardour 
Street is a place for the above, as to which an inquiry is 
made in yours of the 16th December. I know the place 
well and therefore do not name it. 

For practical teaching in electrical engineering I should 
recommend your subscriber to keep to the eastward of the 
interesting street I have mentioned. 

As one who knew what he was talking about observed 
recently, “Science is becoming quite an Art,” and even 
though your correspondent’s quest be connected with 
electricity, you will, I believe, agree with me that he cannot 
be advised to forget the old maxim, 


CAVEAT EMPTOR. 


ELECTRO-MOTORS. 
To the Editors of Tr ELEcrRiCAL REVIEW. 


DEAR Sirs,—As Mr. Moritz Immisch has obviously not 
quite grasped the meaning of several points in my recent 
lecture at the Society of Arts I am sorry that he has not 
waited for the appearance of the printed lecture in the 
Society’s Journal before ventilating his difficulties, some of 
which would, I think, have disappeared on further con- 
sideration. Pending the publication of the full text in the 
Society’s Journal I would rather be excused from entering 
upon the many points raised by Mr. Immisch. But as one 
of them is somewhat outside the range of my lecture I may 
perhaps deal with it. 

I think Mr. Immisch makes the mistake of confounding 
together the efficiency of a motor per se (i.e. the ratio of the 
mechanical power it performs to the electrical power it 
absorbs) with the efficiency of a system for transmitting 
power by electricity, which system includes a generator at 
one end of the line and a motor at the other. Now, suppose 
that at each end of such a line we place a dynamo of very 

rfect construction, such, for example, that each would 

ave in itself an efficiency of 90 per cent. 

If everything is arranged in the best possible manner then 
the greatest possible theoretical efficiency of the combination 
is 81 per cent. For the generator will turn: 90 per cent. of 
the mechanical power into electrical power, and 90 per cent. 
of the electrical power so transmitted will be reconverted by 
the motor into mechanical power. Now the point at which 
Mr. Immisch stumbles is, that the efficiency of a system 
never attains this theoretical value (namely, the product of 
the separate efficiencies of the two machines) unless the motor 
runs at so high a speed as to annul the current sent from 
the generator. He does not seem to comprehend that 
efficiency is a ratio, not a concrete quantity, and that this 
ratio has its highest theoretical value when both the concrete 
quantities composing it have indefinitely small values. But 
let him reflect that if there is a strong current running 
through the system there will be heat waste ; which neces- 
sarily implies that the whole of the electric power is not 
being converted into mechanical power by the motor. 
Again, it must be quite evident that the efficiency of a 
system is different from that of the motor per se. Suppose 
the dynamo used as generator to be a small one of 90 per 
cent. efficiency and high electromotive force, but suitable 
only for working up to, say, one horse-power. Let the machine 
used as a motor be, let us say, a heavy electroplating 
dynamo, also of 90 per cent. efficiency and of 10 
horse-piower. Will any one who knows anything about 
dynamos or motors suppose that such a system can by any 
possibality work with an efficiency of 81 per cent. ? On the 
contrary it will be about as inefficient as could be contrived. 
My lecture gave the reason why in the very theory which 
Mr. Immisch disputes. 

I must therefore ask Mr. Immisch whether, when he has 
confused the efficiency of a single machine with the efficiency 
of a system working together, he is quite in place in 
attempting to discredit the suggestions relative to the con- 
struction of motors thrown out in my lecture. “ It seems to 
me unlikely,” says Mr. Immisch, “ that rules and standards 
for comparing relative merits of motors can be constructed 
upon foundations such as this.” It would have been better 
if Mr. Immisch had not mixed up rules and standards for 


comparing the relative merits of motors with the rules and 
theories for comparing the relative merits of systems. I do 
not mind his discrediting my motor, and saying it is 
inefficient : for I can prove him wrong, if he is wrong. I 
do not mind his discrediting my theory of transmission of 
power by a system, because my theory is not mine, but is 
simply mathematical reasoning, capable of being experi- 
mentally proved. But I do object to Mr. Immisch saying, 
in effect, that because he can’t comprehend my theory of 
transmission of power by a system, that therefore my rules 
and standards for the merits of motors are not to be trusted. 

Lastly, I will put one point to Mr. Immisch. He says 
that when the motor was allowed to run “the current itself, 
as measured by a current-meter,” was “ necessarily falling 
off.” Now, a falling-off in the current could only arise from 
one of two causes, either from an increase in the resistance 
of the motor, or from an opposing electromotive force in the 
motor itself. Which does Mr. Immisch suppose it to be ? 
He surely ought to have made the tests necessary to con- 
vince himself which it is, in the case of his own motor, 
before he rushes into print with criticisms on the theory of 
motors in general. 

I am, dear Sirs, yours faithfully, 


SILVANUS P. THOMPSON. 


[This letter from Prof. Thompson renders it quite unneces- 
sary that we should reply to Mr. Immisch.—Eps. Exec. Rev. 


THE SOCIETY OF TELEGRAPH ENGINEERS 
AND OF ELECTRICIANS. 


To the Editors of Tur ELECTRICAL REVIEW. 


GENTLEMEN,—In perusing your interesting report of the 
Proceedings of the Society of Telegraph Engineers and of 
Electricians I was somewhat disappointed to find that the 
question of supplying provincial members of the society with 
books from the library had again passed unnoticed. 

As we are shortly to have the Parcels Post in operation, 
it cannot surely be difficult to arrange for those who do not 
reside in London enjoying the advantages of so valuable a 
library. The books might be sent direct to the applicant, 
or in the case of large towns where there are many members, 
let one be appointed to act as local secretary, to whom all 
applications for books should be addressed, and through 
whom all books should be issued and returned. 

The few pence incurred for transmission would be 
ungrudgingly paid, and the society would gain by an 
increased membership, a larger sale of catalogues, and by 
the deepened interest of its members. 

Thanking you in prospective for the insertion of this 
note in your excellent journal, 

I am, yours truly, 
FAREHAM. 


THE INSTITUTE OF PATENT AGENTS. 


To the Editors of Tur ELECTRICAL REVIEW. 


Sirs,—In your article on the Institute of Patent Agents 
you speak of the names of the Fellows being a guarantee of 
efficiency. But is it not, to say the least, surprising that a 
body of gentlemen who are to sit in judgment upon the 
qualifications of others should not have been called upon to 
give some more substantial proof of their own qualifica- 
tions? Might not the excluded (or “ non-included’’) 
members of the profession reasonably ask, in the language of 
Scripture, “ Who made ye to be judges and rulers over us ? ” 

I am, Sirs, your obedient servant, 


ONE OF THE NON-INCLUDED. 
London, December 27th. 


ELECTRICITY AS A POWER TRANSMITTER.— From: Glas- 
gow we learn that some months ago Mr. Joseph Atkinson, 
an employé of Messrs. Denny, Dumbarton, while engaged 
fitting zinc sheathing to the shell of the s.s. Shark by his 
patented process, used a Siemens D 7 generator, driven by 
an ordinary donkey-engine. Through a distance of 150 
yards a power equivalent to 6 horse-power was transmitted 
to a motor near the vessel’s side, enabling the work to be 
expeditiously and economically carried out. The process is, 
of course, available at any time. 
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NOTES. 


EcecTric Ligutinc.—The Lord Provost of Edinburgh, 
in moving the adoption of a recommendation to the effect 
that the resolution of the special meeting of 14th November 
last to apply for a Provisional Order under the Electric 
Lighting Act, 1882,should not be acted upon, stated the reasons 
why the committee appointed had departed from their previous 
resolution. He said that at that time, as they would 
remember, there were notices of applications for Provisional 
Orders from no less than seven different companies. There 
was now only a notice from one, consequently they had no 
longer to fear their streets would be broken up by a great 
many companies, and they would only have this company to 
treat. In the next place,a very important meeting took 
place between Mr. Chamberlain, as representing the Board 
of Trade, and deputations from nearly all the corporations 
in England and Scotland. There they learned most 
distinctly that no permissive order would be acceptable to 
the Government—that the Electric Act was specially passed 
for the purpose of encouraging science—and it would not be 
permitted that any bogus order should be brought forward 
simply to test what the electric light could do. The 
matter was remitted to the Lord Provost’s Committee, with 
powers. 


THE Jarrow Town Council, after some discussion, recently 
came to the conclusion that it was not advisable for them 
to apply for a licence to supply the electric light just at 
present. 


WE hear that the recent installations of the electric lighi 
on Tyne side are giving much satisfaction and that 
preparations are now being made for several important 
extensions. 


THE Bootle Town Council, to “avoid the hasty adoption 
of a defective system of electric light,” are to oppose the 
applications of the Hammond, Giilcher, and Swan companies 
for Provisional Orders. 

On Friday, the 15th inst., the Gülcher electric light was 
exhibited in Scotland for the first time. The warchouses of 
Messrs. P. & W. M’Lellan, engincers, Trongate, Glasgow, were 
lighted by five are lamps and a series of incandescence lamps. 
The warehouses were visited by a large number of merchants, 
shipbuilders, and other business men, all of whom expressed 
themselves well pleased with the installation. | 


THE local press of Dundee say that inthe midst of many 
failures or very partial successes, the electric lighting of the 
Fine Art Exhibition has been a marked success. Mr. 
Maewhirter, A.R.A., the eminent landscape painter, on the 
occasion of his recent visit to Dundee, spoke in terms of 
approbation of the light, which he considered superior in 
steadiness and purity of colour to the electric light in the 
Royal Academy last winter. 


THE Dundee Gas Commissioners have decided to lodge 
an application for a Provisional Order. 


Tut minutes of the Glasgow Watching and Lighting 
Committees, dated December 15th, contain a letter from 
the manager of the Brush Electric Light Company in 
regard to street lighting by electricity, and proposing that 
the Glasgow municipal authorities should adopt the same 
plan as Dundee and Aberdeen. In these two towns the 
company have agreed to run a sufficient number of lamps 
to light the streets at so much per lamp per hour, in order 
that their system may be fairly tested, and be free from 
all expenses therewith beyond the sum per lamp agreed upon, 
and the usual assistance. The letter was reserved for future 
consideration. 


Tue new Royalty Theatre, to accommodate two thousand 
persons, and lighted with the Brush electric light, was to 
have been opened at Chester on Saturday night, but at the 
last moment it was discovered that the mechanical stage 
would not work, and several hundred persons had to be 
turned away. The electric light was tested, and was found 
to be a great success. The theatre was opened on Tuesday 
with the pantomime of Aladdin and his Wonderful Lamp. 


On the 20th inst. Messrs. Bell Brothers, Neweastle-on- 
Tyne, introduced the electrie light for the illumination of 
their overground and underground works at South Brance- 


peth Colliery. The system selected was the Maxim-Weston. 
Nine lamps are on the pit-heap and in the engine-house, and 
twenty-four underground—seventeen being in one pit, and 
light the shaft, bottom, sidings, stables, and engine-house. 
A double engine with a pair of 10-inch cylinders with 
20-inch stroke, at a speed of 90 revolutions per minute, 
which gave 800 revolutions on the dynamo, was used. A 
second engine is in a forward state, and will shortly be ready 
for work, when the whole of the surface-works, colliery 
offices, manager's and engineer’s houses, &c., will be lighted 
by electricity. The engines for working the dynamos are 
driven by steam got from the waste heat of the coke-ovens, 
which are close by. 


Last week the Jablochkoff electric light was used to 
enable the workmen to proceed without stopping with the 
building of the Hôtel Métropole, in Northumberland 
Avenue. A successful installation of this system of lighting 
has just been completed at Lindal Moor Mines, Ulverston, 
for Messrs. Harrison & Co. Sir Henry Vivian has sent the 
company information of its successful introduction to his 
mines in Norway. 

On Saturday last the electric light was shown for the first 
time in the streets of Aberdeen. The start does not appear 
to have been quite satisfactory, but the moon was saddled 
with the blame. On Monday, however, the light on the 
streets was very much improved, while the lighting of the 
Industrial and Art Exhibition called forth the praises of all 
who visited the exhibition. The local contemporary, speak- 
ing of it, says, “The great contrast between the electric 
light and the gas in the adjoining hall was at once apparent. 
There can be no doubt that, so far as the interior lighting of 
the large spaces was concerned, there was no comparison 
between the two.” 


Ix the First Division of the Court of Session, Edinburgh, 
on the 15th inst., Mr. Alison presented a petition for the New 
Glenduffhill Coal Company, No. 58, West Regent Street, 
Glasgow, asking that the Universal Electric Company, No. 
4, Baltic Street, Bridgeton, Glasgow, be wound-up, and that 
interdict be granted against the sale of the company’s effects. 
The respondent’s company is now insolvent, and two of its 


creditors have already obtained decrees against it, and have: 


advertised a sale of its effects. Their lordships granted 
interim interdict, and ordered the petition to be intimated 
to the respondents. The Universal Electric Company was 
incorporated in December, 1881. It was established to 
purchase patents for the improvement of electric lamps and 
apparatus used in making them, and also improvements in 
dynamo-electric machines. The capital of the company was 
originally £20,000, in 8,000 shares of £5 each. It was 
subsequently increased to a nominal capital of £250,000, 
but no part of the increase has been issued. 


On Thursday evening, 7th instant, a highly interesting 
and instructive lecture on “ Electric Lighting” was delivered 
at the Town Hall, Brecon, by W. 8. Rawson, Esq., M.A. 
(late of Christ College, Brecon), who is now with the firm 
of Messrs. Woodhouse and Rawson, electrical engineers, 11, 
Queen Victoria Street, London. 


THE Yorkshire Brush Electric Light and Power Com- 
any (Limited), Leeds, is lighting the Dewsbury Theatre 
y means of arc lamps: one lamp is erected at the front of 

the building, one in the auditorium, and one focussing light 
on the front of the stage. At present the effect is very good 
for scenic purposes and the managers are quite satisfied with 
the result. ‘The company are now fixing two more lamps at 
the wings on either side of the stage in order to counter- 
act the shadows cast by the ballet girls from the intense 
light of the focussing lamp. The dynamo-electric machine 
is driven by a small cylinder engine in a turning shop adjoin- 
ing. This is the first theatre in England lighted with are 
lamps. The installation is under the supervision of Mr. 
A. Gay, one of the company’s electricians. 

Tue Dover Town Council have decided to abandon their 
application for powers to supply electricity for lighting and 
other purposes. 

AT arecent meeting of the lighting committee of the 
Dundee Police Commissioners an otler was submitted by the 
representative of the Brush Electric Light Company (Scot- 
land) to maintain 16 2,000 candle-power are lamps, the 
lamps to burn from sunset till daylight, for six months, at 
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the rate of 11d. per lamp per hour, on condition that the 
commissioners erected suitable lamp-posts and supplied 
engine power for the dynamo. If the company gave the 
engine power then the rate would be 3d. per lamp per hour. 
The sub-committee appointed to consider this proposal 
report that the terms proposed amount to three times the 
sum required to light the same area by gas. The offer has 
been rejected and the committee instructed to consider the 
matter further and again report. 

AT Drewsbury the market place was effectively illuminated 
by the electric light last weck. A number of elegant designs 
were shown to great advantage. 


ELECTRIC Licur 1x INpra.—The opening of the Sirhind 
Canal at Rupar on the Sutlej, by H.E. the Viceroy of India, 
afforded to the Eastern Electric Light and Power Company 
an opportunity of displaying an installation, consisting of 
both Are and Incandescence lighting, such as has never been 
seen in India. ‘The camps of the Viceroy, the Lieut. 
Governor of the Punjab, the Civil and Military, and the 
Native Chiefs were brilliantly illuminated by 48 Brush 
Are lamps of 2,000 candle-power each, from the 22nd until 
the 26th November, and the reception and dining tents of 
the Viceroy were lighted by 36 Lane-Fox Incandescence 
lamps of 20 candle-power, causing intense astonishment in 
the minds of the many thousand natives who crowded 
nightly round the engines and dynamos employed in the 
working—so much so that police had to be employed to 
keep them back. On the night of the 24th the current 
used for the lighting of the Incandescence lamps was trans- 
mitted to lamps lighting the Railway Station for the 
departure of H.E. the Viceroy. As soon as his train left 
the current was returned to his camp. The necessary power 
was supplied by three 16-light Brush Dynamos, driven by 
portable engines, 

TRANSMISSION OF POWER By ÆELECTRICITY.—At the 
works of the Railway and Electric Appliances Company, 
Polmadie, Scotland, the first practical application of the 
transmission of power to a distance in every-day use in 
Scotland has been made by Mr. Rankin Kennedy. By 
means of two dynamo-electric machines, designed and made 
by him at the above works, a power of from four to five 
horse is transmitted from the line shafting of the turning 
and fitting shop of the works through two small copper 
wires to the department occupied by the carpenters and 
pattern-makers on the opposite side of the yard of the 
works. The power thus transmitted is used by the car- 
penters and pattern-makers for driving the large saws 
cutting their wood, and is completely under their control. 
By means of a simple handle or lever a man can start a 
saw, cut his wood, and then stop the saw again, just as 
simply as if he had a small engine with steam laid 
on ready to start when wanted. In fact, the power is 
only expended when wanted. In this example of electrical 
transmission of power two of Kennedy’s patent dynamos 
are used. One, the generator which supplics the current, 
is seated on the floor of the turning shop of the works, 
and is driven by a belt from the line shaft which drives 
all the machinery of the works. This generating 
machine runs all day, and from it two copper wires are led 
away to the carpenters’ and pattern-makers’ shop, which 
wires are fixed and connect to the other Kennedy’s patent 
dynamo, which is seated on the floor of the carpenters’ and 
pattern-makers’ shop. This second dynamo machine receives 
the current from the first, and its shaft revolyes at a speed 
of 600 revolutions per minute, and a belt from the pulley 
on this shaft drives the saws when the circuit is closed by 
the switch. Logs of wood seven inches thick can easily be 
cut up by the circular saw driven in this way. Mr. W. B. 
Brain, one of ihe proprietors of the Trafalgar Collieries, 


Forest of Dean, who for a long time past has been much - 


interested in the application of electricity as a motive power, 
has lately had erccted at his colliery a pump driven by 
electricity. In this case the pump is placed underground, 
and is employed for pumping the water that accumulates in 
the deep workings to the bottom of the pit. An electric 
motor is used for driving the pump, the motor being con- 
nected with a dynamo machine placed on the surface. The 
pump, which is of the ordinary plunger form, has a lift of 
some 115 feet, and has to force the water through about 500 


yards of pipe to the bottom of the shaft, whence the water 
is raised by the ordinary steam pumps. The quantity 
of water thus raised is 2,400 gallons per hour. The result 
of this application has proved most satisfactory, and Mr. 
Brain proposes to still further extend the system of electrical 
transmission of power. The electrical arrangements were 
intrusted to the Pyramid Electric Company, and were carried 
out under the supervision of the managing director, A. Le 
Neve Foster, Esa. 


Tue TELEPHONE IN ScorLAND.—The Aberdeen Town 
Council are, in future, to include a charge of 10s. in the 
statement of Fire Attendance Expenses in respect of the 
telephone connections which have been provided by the 
Council between the residences of certain members of the 
fire brigade and the police officer. The number of fires per 
annum is given as 30, and the telephone connections cost 
about £1 a fire. The Insurance Companies are to pay the 
second half of the £. 

From a popular lecture on “The Telephone,” delivered 
by Mr. Ross, the National Telephone Company’s Manager, 
on Saturday, the 16th inst., at Aberdeen, it appears that 
there are already 100 subscribers to the Exchange, and 
applications for nearly as many more are waiting acceptance. 

Tue telephone is being rapidly extended in Dundee ; both 
Companies registering from 9 to 16 new subscribers weekly. 

From Edinburgh and Glasgow good progress is reported. 


WixTER ELECTRIC EXHIBITION, ROYAL AQUARIUM, 
WESTMIXSTER.—The engineer to the Exhibition, Mr. 
Will. D. Gooch, informs us that it is shortly to be opened. 
Motive- power to the amount of nearly 500 horse-power has 
been arranged for by the direction of the Aquarium, in the 
buildings specially erected as machine annexes. The body 
of the hall will be devoted to are lighting, which will be 
represented by 14 or 15 systems, several being new. The 
space underneath the galleries and the galleries themselves 
are subdivided into courts for the purpose of exhibiting the 
several systems of incandescence lighting and fittings ap- 
plicable to it. ‘The ground floor of the whole of the build- 
ing and parts of the galleries are apportioned out to ex- 
hibitors for the purpose of displaying the different acces- 
sories of electrical application, the most notable feature of 
which will be the motors, 14 in number, which will drive 
machinery. ‘The dining annexe will be lighted by Messrs. 
Ferranti, Thompson & Ince, with 350 incandescent lights, 
actuated by one of their new machines. There are five 
courts fitted up for the display of the Edison electric light 
and the different features of the Edison system. All the 
remaining courts are occupied by other firms to illustrate 
either new incandescence lamps or fittings for their use, 
Thys the whole of the premises of the Aquarium will be 
occupied for the exhibition, which will very fairly represent 
all the present systems of lighting and transmission of 
motive-power by electricity. 

The Metropolitan Brush Company have contracted to 
light up the Imperial Theatre during the course of the 
exhibition, and we understand that their installation will be 
ready by January 6th. The exhibition is easily accessible, 
and should not fail to prove of great interest. 

A Roya SUBSCRIBER TO THE TELEPHONE EXCHANGE.— 
Ajuda Palace, the town residence of His Majesty Don 
Luiz I., King of Portugal, was early this month connected 
to the public telephone exchange in Lisbon, Don Luiz thus 
being the first European monarch who has had a telephone 
line to a public exchange. The majority of the ministers 
are already connected to the exchange from their respective 
Gabinetes, as well as the Civil Governor, General Commander 
of the Military Division, Municipality, and the Commander. 
of the Municipal Guard, to which last His Majesty first 
spoke, in order to try the telephone, with which he expressed 
his complete satisfaction and surprise, as “the voice of the 
general seemed to come from inside the case,” as also with 
the elegant appearance of the instruments, which consist of 
a Gower-Bell and magneto call mounted on a backboard, 
the whole being specially got up in black and gold by the 
Telephone Construction and Maintenance Company. His 
Majesty honoured Mr. H.S. Samuel, the manager of the 
company, and Mr, A. Danvers, the company’s engineer, 
with an interview on the occasion, during which the tele- 
phone and the way it is used were explained to him. 
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NEW PATENTS—1882. 


5961. ‘Dynamo or magneto-clectric machines.”’ G. L. ANDERS 
and J. B. Hencxe. Dated December 13. 

5977. ‘Galvanic batteries.”” J. Rarrerr. Dated December 14. 

6002. ‘‘ Apparatus for lighting interiors by electricity and other 


illuminating agents.” A.M. Crark. (Communicated by G. Trouvé.) 
Dated December 15. 


6003. ‘Electrical conductors, couplings, switches, and terminal 
connections.”” $S. H. Emmens. Dated December 15. 


6004. ‘‘ Electrical installation fittings.’’ S. H. Exmens and R. I. 
Barnes. Dated December 15. 

6019.  ‘* Dynamo-electrie machines.”’ 
December 16, 

6020. ‘* Telephonic apparatus.” G. L. Axpers aid J. B. Hencre. 
Dated December 16. 

6023. ‘*Telephonic apparatus.”” W.R. Lake. 
by G. M. Torrence.) Dated December 16. 

6046. ‘Electric lamps or lighting apparatus.” 
(Communicated by J. Kremenezky.) 

6067. 


W. S. Horry. Dated 


(Communicated 


H. H. Lake. 
Dated December 18. 
‘Electrical gas lighting apparatus.’’ $S. E. Parrisox. 


(Communicated by W. A. Drysdale and C. W. Bailey.) Dated 
December 19. | 
6075. ‘ Incandescent electric lamps.”” L. A. Grotm. (Commu- 


nicated by A. Bernstein.) Dated December 20. 

6083. Electro-motors or machines for gencrating electricity.” 
L. Mitxz and L. B. Mitter. Dated December 20. 

6085. ‘Telephonic apparatus.” W.R. Lake. (Communicated by 
M. F. Tyler.) Dated December 20. (Complete.) 

6102. ‘Insulator for telegraphic and like wires.’ <A. G. 
BrssomatEr. Dated December 21. 

6105. ‘Electric meters.”” F. H. Vartey and J. R. Suearen. 
Dated December 21. 

6118. ‘Construction of the receptacles or vessels of secondary 
batteries.”” G. Bryswancrr. Dated December 22. 

6146. ‘*Dynamo-electric, magneto-electric, or electro-dynamic 
machines.”” KR. Matrurws. Dated December 23. 

6150.  ‘ Automatic electric signalling apparatus for railways, also 
applicable to other purposes.” H. J. Happax. (Communicated by 
H. Fortin aud J. J. Langlet.) Dated December 23. 


6153. ‘Electric and other lamps.’”” J. M. Frercner. Dated 
December 23. 
6164. ‘*Apparatus for the production of the electric light." 


A. M. Crank. (Communicated by L. Gérard and W. V. Bonsor. 
Dated December 23. 
6185. Electrical generators and motors.” T. J. Haxprorr. 
(Communicated by T. A. Edison.) Dated December 27. 
6185. ‘* An improved electric are lamp.”? A. M. CLarx. 


(Com- 
municated by Solignac et Cie.) Dated December 27. 


ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 
1882. 


1896. ‘* Telephonic and telegraphic signalling apparatus.’’ <A. C. 
Brown and H. A.C. Saunpers. Dated April 20. 6d. This invention 
has for its object improvements in telephonic and telegraphic sig- 
nalling apparatus. The purpose of this invention is to enable a number 
of stations connected by one line-wire to communicate under such 
conditions that any station can speak to any other, the remaining 
stations meanwhile being prevented from overhearing or interrupting. 

1901. ‘‘ Voltaic batteries.”” A. R. BExxETT. Dated April 21. 
44. This invention has for its object the production of an improved 
cheap and effective voltaic battery, and is a further development of 
the invention for which letters patents have been granted to the said 
A. R. Bennett, No. 302, 1882. To form the negative portion of 
this improved battery, the inventor uses an electrode of iron, stecl, 
copper, gold, silver, nickel, cobalt, or any of the platinum group of 
metals, the shape of which is immaterial, with or without a packing 
of fragments of the same metal placed in, or containing, a solution 
of potassium monoxide, potassium hydroxide, sodium monoxide, or 
sodium hydroxide. ‘These monoxides or hydroxides may be used 
separately, or they may be mixed. The inventor also uses a solution 
of permanganate of potassium mixed with one or more of the foregoing 
solutions, excepting those of sodium monoxide or sodium hydroxide. 

1915. ‘Electric lamps.” W.T. Wirremax. (A communication 
from abroad by Messieurs M, Bauer and Company of Paris.) Dated 
April 22. 6d. This invention consists partly of improvements on an 
invention for which letters patent, No. 2038, dated 10th May, 1881, 
were granted to H. J. Haddan, and the said improvements consist 
firstly in using a horseshoe electro-magnet for actuating and control- 
linge the motion of the carbons in electric are lamps, the said magnet 
being so mounted in the lamp as to be capable of vibrating or turning 
on pivots or axes formed at the ends of the bar by which the two 
limbs of the magnet are connected. The said two limbs of the 
magnet are of unequal length, and the pole of the longer limb is 
curved with a radial curve, the centre of which is the axis on which 
the magnet turns. The said magnet is so mounted in the lamp that 
the pole of its shorter limb bears against the iron red carrying the 
upper carbon. The said improvements consist further in forming 
the pole of the shorter lim) of the magnet which bears against the 
rod carrying the upper carbon, as hereinater described, 


1919. ‘‘ Electric arc lamps.’’ J. LEA. Dated April 22. 6d. Has 
for its object the better regulation of the feed of the carbon or 
carbons, in order to insure a steady light; and at the same time to 
be able to employ carbons of greater. length than heretofore. 
According to the invention, the upper carbon is held in position ly 
rollers (by preference, three), two of which are held in a metal frame 
for their bearings, while the third is a riding or ‘‘ jockey ”’ roller, 
adjustable to auy given pressure by means of a spring and adjusting 
screw. These rollers are so constructed as to allow of different sized 
carbons being placed between them. The feeding action for lowering 
the upper carbon, as consumed, is as follows: A solenoid or an 
clectro-magnet is employed and actuates a gripping lever for the 
purpose of revolving the rollers, and this solenoid, or electro-magnet 
is connected as a shunt from the main circuit. This shunt circuit ix 
divided to allow of a variable resistancein order to increase or decrease 
the motion of the feeding lever. A second solenoid or clectro-magnet 
is employed to form the are by separating the upper and lower 
carbons. <A projecting arm is placed upon the frame of the jockey 
roller in such a position that, should the carbons be apart, the feeding 
solenoid or electro-magnet acts upon and releases the jockey roller, 
and allows the carbons to come into contact. A short-circuiting 
arrangement is placed upon the frame of the jockey roller, so that 
when the upper carbon is consumed, a contact is made, and the lamp 
cut out, but allowing all the other lamps in the same circuit to 
continue burning. 


1940. ‘Electric batteries.’ W. R. Lake. (A communication 
from abroad by Louis Maiche, of Paris.) Dated April 24. 6d. 
Relates to the battery described in the number of the Review for 
April 15th, 1882. 


1945. ‘Telephone alarms.’’ W.M. Browx. (A communication 
from abroad by J. F. Kettell, of America.) Dated April 25. Sd 
Relates to the apparatus described in the number of the ELEcTRICAL 
Review for July 15th, 1882. 


1946. ‘Secondary batteries.” C. V. Boys. Dated April 25. 
6d. Relates to improvements in’ the construction of secondary bat- 
teries whereby a considerable economy of time may be effected in the 
operation of ‘‘ forming ’’ such batteries, whilst at the same time 
better results are obtained. According to the invention, in lieu of 
coating the lead plates of secondary batteries with oxides or salts of 
lead, the inventor coats metallic plates or other supports with a layer 
vf finely-divided lead produced in the manner next hereinafter 
described. For this purpose he melts lead and pours it into a box or 
suitable receptacle in which it may be gently moved until it begins to 
granulate. He then causes the box to be violently shaken, by 
machinery or otherwise, so that the lead is thrown in all directions in 
the box and reduced to a fine powder. When sufficiently cool, the 
powder is removed and sifted from larger particles. This lead dust 
may then be shaken up with a weak solution of mercury and washed 
with water. It is then spread in layers on metallic plates or other 
supports, aud compressed sufficiently to make it bind together. The 
plates are then arranged so that they may lie in a weak acid solution ; 
or, in licu of spreading the lead dust on plates or supports as before 
mentioned, it may be consolidated so as to render an artificial support 
unnecessary, the clectrodes so prepared being used in a weak acid 
solution as before. 

2037. ‘Manufacture of electric incandescent lights in the 
vacuum.’’ <A. L. Jovssrrrx. Dated April 29. 2d. Relates to 
the manufacture of incandescent lamps, and consists in, first, the 
means of constructing the transparent shell and insulating the con- 
ductors ; second, the treatment of the materials from which the in- 
candescing carbons are made; third, the manufacture of the incan- 
descing carbons; and fourth, the attachment of the carbons to the 
conductors. sional only.) 


2092. ‘Electric light apparatus.” C. Lever. Dated May 
3. Sd. The first part of this invention has for its object improve- 


ments in clectric lamps where the light results from the electric 
current passing between points or pencils of carbon. The way the 
inventor accomplishes this part of the invention is preferably by com- 
mencing in an inverse manner to that usually employed in electric 
are lamps, i.¢., the carbon electrodes in the lamp do not make contact 
with each other before the electric current is sent through the lamp. 
Instead of employing an electro-magnet or solenoid in the main 
circuit to separate the carbon points for the production of the voltaic 
are as is usually the case, the inventor employs an armature lever in 
combination with a spring, weight, gaseous or fluid pressure to 
separate the carbon points to the required distance for the display of 
the voltaic are, this distance being regulated by means of a set screw 
acting on the said armature lever and limiting its movement. Acting 
on the opposite end of this armature lever, and in an opposite 
direction to the spring weight, gaseous or fluid pressure is an electro- 
magnet in a shunt cireuit of a considerably greater resistance than 
that of the are from which it is shunted or derived. The armature 
lever is free to move on a pivot or fulerum pin fixed to the casting, 
preferably of brass or other diamagnetic metal — in “which arc 
enclosed the shunt electro-magnet and clip or other device by which 
the said armature lever can raise the upper carbon holder—which 
slides through the said casting—-by means of the said spring, 
weight, gaseous or fluid pressure. 


2125. ‘*Producing clectric currents.”? K. Parzersxr. Dated 
May 5. 2d. For the purposes of invention the inventor digs a pit 
or hole so deep es to be at its bottom perpetually covered with water. 
Into it he places zine in any quantity, large or small, according to 
the force to be produced. Then by the side of the zinc, or at any 
distance, even though thousands of miles from it, but also in a pit or 
hole like that just described, are placed one or more pieces or plates 
of some other metal, or, still better, some mineral containing large 
quantities of carbon, for instance, coal, coke or graphite. After 
having then connected the zine with the other mineral, by means of 
a good conductor, for instance an iron wire, the inventor obtains a 
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2128. ‘* Regulating and utilising electric currents.”” W. ArTrur. 
Dated May 5. 6d. The object of the invention is so to affect a sub- 
division of the electric current used for lighting electric lamps or 
other purposes, that the resistance shall remain the same whether the 
current is turned on to the electric lamp or otherwise, whilst at the 
same time there is no loss of power whilst the current is not being 
utilised. To attain this object, the inventor breaks up the main 
cable at two stations, say, at different ends of a street, into a number 
of smaller cables or wires, equal to the number of lamps required 
between the stations, and each wire is connected and balanced so that 
the resistance may be equal. At the lamp the current when not in 
use passes through an accumulator, or some other resistance, equal to 
the resistance of the clectric lamp, and the wires are so arranged that 
when the current is turned on to the electric lamp,or used for other 
purposes, the accumulator or resistance is cut out. 

2135. ‘‘ Forming lead for secondary batteries, &e.”’ T. Currriss. 
(Partly a communication from abroad by C. Cuttriss, of America.) 
Dated May 6. 4d. Relates to a process of forming or preparing 
lead in the shape of plates, or otherwise, for secondary batteries or 
magazines of clectricity, by means of combinations in suitable 
proportions of sulphuric acid, nitric acid, and chromic acid, and an 
electric current; also to an improvement in the construction of 
batteries whereby a more enduring battery is obtained. 


2136. ‘* Incandescent lamps.’’ J. Rapierr. Dated May 6. 
4d. This invention consists of improvements in the construction of 
electric lamps made with carbon filaments or strips, by the carbonisa- 
tion of suitable organic substances cut before or afterwards in 
proper shape or form, and the deposition upon them of pure carbon 
from carboniferous liquids, gases or vapours, by electricity, or heat, or 
both. Besides the ordinary means, the carbon filament may be made 
by the carbonisation of organic substances such as collodion prepared 
from gun-cotton flux, &c., and deposited from the solution by suit- 
able means in the shape of sheets, plates, or ribands or threads, 
after which upon this may be deposited carbon in a pure state from 
liquid gases or vapours. Under the names of carboniferous gases or 
vapours the inventor uses gasoline, benzine, chloroform, &e., but of 
more importance, gases or vapours obtained from liquids not contain- 
ing hydrogen, such as chemical compounds of carbon with chlorine 
and bromine, sulphur and iodine, separate or together, or a mixture 
of these or any other substances similar in natures. To obtain the 
carbon filament by this deposition of the pure carbon thereon from the 
above-named gases or vapours, not only of equal resistance but also 
of the same fineness of the grains of deposited carbon, the inventor 
uses an improved automatic arrangement. The volume or fineness of 
the grains of the deposited carbon on the said filament depends upon 
the temperature to which it is heated (by the passing of the current 
through it), providing this temperature is high enough to decompose 
the surrounding carboniferous medium. (This process may be called 
the treatment of the filament.) It is obvious therefore that if the 
temperature of the filament remains the same or changes regularly 
the same fineness of the carbon deposit will result. To obtain this 
necessary result the inventor divides the electrical current into as many 
branches as possible, according to its strength and the requirements, 
and inserts in each of these branches the filament to be treated and an 
automatic electrical or magneto-electrical arrangement which will 
come into play when the filament has acquired the proper resistance, 
will cut off the heating current from it and at the same time sub- 
stitute in the circuit a resistance equal to that of the completed 
filament; it is evident that the current in the other branches where 
the other filaments are in the course of treatment will not be affected. 
For the more effectual sealing of the conductors the inventor forms 
the lower part of the bulb, or case into a tube, cylindrical and slightly 
conical ; after the introduction of the carbon filament clamps and con- 
ductors into the bulb, he takes a glass thimble or cup of such a size 
as may be conveniently introduced into this tube, leaving the annular 
space for the conductors as small as possible. To complete the sealing 
and to produce uniformity in the size of the. finished lamps, the 
inventor heats to the necessary degree the said tubular part of the 
lamps and thimble, and after introducing’ into the latter a suitable 
core or tool, he squeezes the whole together to form the desired shape. 

2138. ‘‘Apparatus for producing electric currents, &e.’ <A. 
Mittar. Dated May 6. 2d. Relates toimprovements in apparatus for 
producing electric currents, and which may also be employed for 
obtaining motive-power. The improvements consist in employing, for 
the purpose of producing electric currents, an clectro-magnet, or a 
permanent magnet, so constructed that each of the two poles of the 
magnet forms circles concentric with, or disposed symmetrically to 
each other, so that the space which separates the two circles is also 
circular. (J’rovisional only.) 

2144. ‘* Electric lamps.”’ J. H. Jonxsox. (A communication 
from abroad by J. M. A. Gérard-Lescuyer, of Paris.) Dated May 
6. 6d. Relates to electric lamps and consists of a peculiar method 
of arranging and supporting the carbons or candles. 

2186. ‘* Incandescent electrical lamps.’”” H. Lea. Dated May 
9. 6d. Has for its object to facilitate the connecting and discon- 
necting of incandescent electrical lamps to and from the brackets and 
supports carrying them and simultancously connecting and discon- 
necting the carbon filament of the lamp with the electrical con- 
ductors by which electricity is supplied to the lamp. 

_218t. ‘Electro-magnetie and magneto-clectric engines.”” C. F. 
Vartrey. Dated May 9. 2d. A hollow iron cylinder, free to move, 
has another cylinder inside it. They are united together or worked 
out of the solid. This compound cylinder is mounted so as to rotate 
upon its axis. Magnetism is imparted to it by an arrangement of 
magnets or a hollow helix surrounding it, so that the double evlinder 
forms one of the poles of the magnet. In between these two 


cylinders is placed another magnetic cylinder which may be 
stationary or made to rotate. This cylinder is wrapped with wire 
parallel to its axis. This cylinder forms the other pole of the magnet. 
(Provisional only.) 

2185. ‘* Electro-magnetic and magneto-electric engines.’’ C. F. 
Vartey. Dated May 9. 2d. This invention is designed for the 
production of rotary motion from electric currents or electric currents 
from rotary motion, and for getting ridof or greatly reducing the 
burning at the places of contact. Where the word magnet is used in 
this specification it is to be understooë that any magnetisable metal 
is meant. The magnets are sometimes permanent, sometimes electro- 
magnets according to circumstances. The first method of carrying 
out this invention consists of placing two or more magnet bars end 
to end free to rotate axially in either direction. Near to or sur- 
rounding each bar is placed the hollow pole of a magnet. Each 
alternate bar may be a fixture. On passing a current through the 
bars rotation is produced. These rotating bars are connected by 
gearing or otherwise with the apparatus to be moved. If the bars 
are rotated a current of electricity is generated. The second method 
of carrying this invention into operation consists of a long magnet 
bar having magnet discs upon it. The dises have near them or 
around them a magnet ring, and the bar in between the discs passes 
through a hole in a magnet, or a magnet or magnets are brought 
near to it. If the north poles of the magnets be presented to the 
discs the south poles of the magnets are presented to the bar 
between the discs. On passing an electric current through the bar 
from end to end rotation is produced. The discs may in some cases 
be insulated from the iron bar and have spring rubbers connecting 
the circumference of the disc with a point near the centre of each 
dise. When the bar is rotated currents of electricity flow between 
the centre and circumference of the disc. For the convenience of 
constructing this machine each alternate magnet has a disc screwed 
into it. This dise has a hole through which the bar passes ; in order 
to put this disc over the bar it is made in two halves and pinned 
together so that when put together and screwed inside the pole of 
the fixed magnet it acts us a portion of it. (Provistonal only.) 

2207. ‘‘Electro-magnetic and magneto-electric engines.’’ C. F. 
VarLey. Dated May 10. 2d. This invention may be constructed 
with one moving spindle, but two or any multiple of two spindles are 
preferred. The object is to get a conductor moving between the 
poles of magnets so as to generate currents of electricity. A de- 
scription of the apparatus with four parallel spindles will illustrate 
other combinations. On the further end of the left-hand spindle is 
placed an insulated conducting disc. On the rest of that spindle 
are placed insulated conducting reels. On the intermediate spindles 
are placed insulated discs. On the right-hand spindle are placed in- 
sulated reels, and at its near end an insulated disc. These discs and 
reels are either geared together by teeth cut in their peripheries, or 
are made to overlap each other and touch, or nearly so, or they may 
rotate between fixed pieces of conducting materials curved so as to fit 
portions of the peripheries. When combined, they form a continuous 
conductor from left to right, back from right to left, and so on. 
These discs are slotted from the circumference towards the centre to 
prevent false conduction. These slots may be filled with non- 
conducting matcrial, such as vulcanite. In order to make the 
resistance at the junctions as small as possible, jets of fluid metal 
(such as mercury) are made to play upon them, or the discs may dip 
into trays of fluid metal to effect the same purpose. In between 
these discs are placed poles of magnets, so that the rotating discs cut 
the magnetic rays and produce one continuous current from one end 
of the machine to the other. (Provisional only.) 

2225. 4 Dynamo-electrie machine.’”’ T. Froyp and T. KIRKLAND. 
Dated May 11. 2d. It is proposed to make the field magnets them- 
selves revolve, and in a direction opposite to that of the armature, so 
that if both were being driven at a speed, say, of 1,000 revolutions per 
minute, the speed with which the lines of force were being cut would 
be the same as if the field magnets were fixed and the armature 
driven at 2,000 revolutions per minute—thus getting the same result 
from a machine driven at a moderate speed, as one constructed on the 
present system driven at a very high speed, or if driven at a maxi- 
mum speed obtaining twice the amount of electricity that could be 
obtained from one constructed on the ordinary plan. The specifica- 
tion also relates to the general construction of the machine. (Pro- 
visional only.) 

2226. ‘Incandescent electric lamp.’’ T. FLoyp and I. PROBERT. 
Dated May 11. 2d. The improved incandescent electric lamp which 
forms the subject of this application for letters patent is constructed 
as follows :—The inventors take a glass globe, either spherical or not, 
and provided at both top and bottom with a stem or prolongation, 
and, having exhausted the air from the globe, they place inside it 
one or more carbonaceous fibres at approximately equal distances 
from each other, and from the centre of the globe. These fibres arc 
attached at each end to the opposite conducting wires of the electric 
source, the said conducting wires passing through the stem or pro- 
longation of the globe. (Provisional only.) 


CITY NOTES, REPORTS, MEETINGS, &c. 
THE PHŒNIX ELECTRIC LIGHT COMPANY. 


A MEETIXG of the above company was held at its offices in George 
Street, Hanover Square, at eleven o’clock a.m., on the 22nd inst., in 
pursuance of a notice issued by the directors, in order to discuss and 
pass a resolution for the voluntary winding-up of the company. 
After the Secretary had read the notice convening the mecting, 
The Chairman, in a few words, stated that the reasons for the pro- 
posed winding-up were the collapse in the value of electric under- 
takings, promises by various persons to take shares not having been 
fulfilled, many shareholders having failed to pay the calls, failure to 
dispose of concessions, and the vendor refusing to grant further time 


a 
vigorous galvanic current, This current has, moreover, the property 
that its conductor does not require isolation, and can therefore be 
placed without any isolating envelope in the ground and even in 
water!!! (Provisional only.) 
« 
? 
; 


THE TELEGRAPHIC JOURNAL AND 


524 ELECTRICAL REVIEW. 


[DEc. 30, 1882. 


for payment of purchase-money. The Chairman urged that the 
directors considered these reasons quite sufficient, and asked the 
meeting to carry the resolution for a voluntary winding-up, which he 
then moved. 
The motion having been seconded, 
Mr. C. P. Whiteley stated that he did not doubt but that every 
shareholder would agree with the directors that a winding-up was 
inevitable, but that, for his part, all agreement with the directors 
ended here, and that he would endeavour to prove that the directors 
were not fit and proper persons to be intrusted with the winding-up. In 
the first place, he protested most strongly against the meeting being 
called at such an unusually early hour as eleven o’clock in the morn- 
ing. The offices were in the West End, and it was impracticable 
for many business men to get there so early, besides which many 
country shareholders would be able to attend only by staying the 
previous night in London. The reasons given by the chairman 
for the winding-up were not the trueones. As to the non-payment of 
calls there was a legal remedy, so that that excuse was a frivolous 
one. As to promises to take up shares not being fulfilled, he con- 
tended that excuse proved that the directors improperly proceeded to 
allotment on shadowy promises of support. If these promises had 
been bond fide made, why did not the directors get the persons making 
them to apply in the usual way and stake the application moncy. 
As to failure in disposing of concessions he remarked that the pro- 
spectus stated that one offer was actually made for Scotland alone for 
£40,000, and that other offers to the extent of £145,000 were under 
consideration. As to the vendors closing the contract he ventured to 
assert that it was an arranged thing in order to offer some show of 
excuse for getting out of liability. He asserted that the true reason 
for asking a voluntary winding-up was that the promoters and 
directors who were in the same boat, saw that they could not 
galvanise this corpse of a company into a semblance of vitality, that 
this phoenix would »ot rise from its ashes, and they wished to shirk 
their liability under a winding-up voluntary, that is, under 
their own auspices and in the way that suited them—not the 
shareholders. In due course he would propose an amendment, 
but he would first prove that the directors were not competent to dis- 
tribute such assets as remained. The chairman stated that the 
directors had a heavy stake in the concern. Well, what was their 
stake? Three of them held 500 shares each, one 100 shares, another, 
a baronet, had risked the enormous sum of five pounds in the con- 
cern, and the remaining one the same stupendous sum of five pounds. 
No doubt most of the shareholders had been caught by the glowing 
prospectus which deliberately stated that an offer to purchase the 
concession for Scotland for £40,000 had been received and that 
further offers to the tune of £145,000 were under consideration. Now, 
the first issue of shares was to be £125,000. What a tempting bait ! 
An enormous profit to start with. The directors now quietly say 
they have failed to dispose of any concessions. Who made the offer ? 
Was any deposit made? If these offers were at all doubtful why 
were they made the feature of the prospectus? The prospectus held 
out that the business of the company would be :—The manufacture 
of electrical apparatus, the lighting of cities, towns and ri//iges (why 
not go down to cow sheds at once ?) in England, Scotland, Ireland, 
the Isle of Man and the Channel Islands, the manufacture of 
chemicals and the supply of motive-power. Now, then, what capital 
did the directors consider sufficient to carry on all this maguificent 
show of business? The public were allotted shares to the 
extent of £13,691, so that the concern was started with the sum 
of £13,691 as the utmost that could be received by calls to the full 
amount, and this would take three months at the earliest by the 
articles, the actual cash received on allotment, previous to calls, being 
£3,415. Now, the first thing to be done was to pay to the promoters, 
according to agreement, £5,000 for the expenses of the promotion. 
Next, the sum of £30,000 in cash had to be paid to the promoters as 
part of consideration money. How much was left to manufacture 
dynamos, apparatus, and chemicals, pay salaries, directors’ fees, 
agents’ commission, and travelling expenses, purchase furniture, and 
light up the whole of England, Ireland, &c., &e., as per prospectus : 
Further, we were clogged with an ‘‘old man of the sea,’’ in the 
shape of a £40,000 sleeping partner, that amount being credited in 
shares to promoters as balance of purchase. So that the case stood 
thus: When we had paid £5,000 for expenses of promotion, £30,000 
to promoters as partepurchase, and bought office furniture, &e., we 
could start business ; but then Mr. Promoter, sleeping partner, says : 
‘I want two-thirds of all the profits; you who find the coin 
must be content with one-third.’’ It was gross incompetence (if 
not worse) for our directors to start business with »0 capital—for our 
£13,691 belonged to promoter as part of £5,000 and £30,000—he 
repeated with xo capital, a debt of £16,309, and a partner to take 
two-thirds of the profit. Not content with mismanaging the con- 
cern so far, the directors on the 24th June entered into an agreement 
with the promoter, whereby the £70,000 purchase-money was to be 
paid, £45,000 in shares and £25,000 in cash. What right had the 
directors to do this without consulting the shareholders? and ought 
they not to have returned the allotment money at once ? It was the 
old story, ‘‘ Don’t let the money go back, we'll take anything rather 
than nothing.’’ However, not content even with this the directors, 
having started a Bankrupt Company over head and ears in debt, 
plunge a little further into the mire, for on the 4th of July these 
wentlemen actually enter into an agreement to purchase from an 
Electric Light Syndicate some patent of an indefinite nature for the 
sum of £40,000. Where on earth was the money to come from ? 
He had not had time to search the agreements between the vendors, 
promoters, and secretary, to see if the usual clause precluding the 
directors proceeding to allotment on an insufficient application for 
shares was inserted, but if these agreements permitted an allotment 
on £14,000 worth of shares, then there was again gross mismanage- 
ment somewhere. Now the directors asked for a voluntary winding- 
up. What specially prompted them to desire it to be voluntary : 
Why he asked that question was this Je had taken the trouble 


to examine the register of shareholders, and in it he found 
Mr, Waters, the promoter, credited with 45,000 shares. This 
was «a/tra vires to begin with, being contrary to prospectus. 
He also found that Mr. Waters was debited with 27,243 
shares transferred and sold to other persons, leaving only 17.757 
then standing in his name. Why did the directors allow this? 
If the promoter had been a man of honour, he would not have parted 
with a single share until the company was properly and honestly 
floated. What did it look like? Why, that Mr. Waters saw that the 
bubble must burst, and took care of No. 1. £27,215 was better 
than nothing. If he could so readily dispose of £27,000 worth 
of shares, why did he not place some of the unallotted shares of the 
company, and so enable them to start business with some pretence to 
capital? No doubt Mr. Waters thought this £27,245 was safe in his 


pocket, but that remained to be seen. He (Mr. Whiteley) would do . 


his best to make Mr. Waters disgorge. Another curious disclosure 
remained to be brought to the light. A Mr. Jabez Poulson had 
applied for 1,000 shares, and the directors have actually taken his 
promissory note for £250 for the amount of deposit and allotment 
money. Well, he maintained that as the directors had chosen to 
accept the responsibility of taking a promissory note they were 
personally liable for the amount. Now he was not aware 
how many writs had been issued against the company, but 
he knew that one writ had been issued against the company 
by a holder of 500 shares for a return of the money 
paid by him on the ground of misrepresentation. In order to stop 
these writs, and to secure a fair distribution of the assets, Mr. IHouzh, 
a large shareholder, had in conjunction with himself presented a 
petition for the winding-up of the company under the direction of 
the High Court of Justice, and that petition would be persevered 
with to the end in default of satisfactory terms being made with the 
Lond fide shareholders. The promoters ought to return to the share- 
holders the whole of the money they had paid. The promoters would 
then only have to bear the cost of floating the company, which ought 
never to have been floated, and the cost of winding-up would be 
saved. If the petition went on the petitioners would most assuredly 
try to make the promoters and directors responsible personally for 
their misrepresentations and mismanagement. If the directors would 
like time to consider his proposal he would consent to this meeting 
being adjourned for a fortnight, but if they pressed their resolution 
he would move as an amendinent—‘‘ That this meeting cordially 
supports the petition for winding-up, under the direction of the 
High Court of Justice, and authorises the petitioners to proceed with 
the petition with energy and despatch.’' ‘Those sharcholders who 
cared to give their support to the petition would incur uo liability by 
so doing, as he was not standing alone in the matter, and he had 
sufficient guarantees from influential sharcholders to cover expenses 
in the event of failure, an eventuality he did not anticipate for one 
moment. In conclusion he urged the shareholders not to throw in 
their lot with the directors, gentlemen who, however worthy they 
might be in the outside world, had displayed in this miserable concern 
such lamentable incompetence. 

Mr. Tompsett thoroughly agreed with all Mr. Whiteley’s remarks. 
The aftairs of the company had not been properly started and 
culpable neglect had been shown by the directors. He thoroughly 
supported the winding-up under the direction of the Court as the 
only satisfactory course open to them and he begged to second the 
resolution to that effect moved by Mr. Whiteley. 

Mr. Hough stated that the object of the petition was not to wreck 
the company, and if the directors could satisfy the shareholders, well 
and good, but if not, then the sharcholders must, of course, look out 
for their own interests. Bearing this in mind, he thought the 
suggestion for an adjournment was a good one and hoped the 
directors would accept it. 

A long discussion then took place, in the course of which the 
chairman stated that the amount of cash in hand was £737, but that 
the assets would be considerably more than this, as the vendor was 
bound to return the cash paid under agreement. With regard to the 
shares held by the promoter, the directors were awaiting legal advice 
as to whether these would participate in the distribution of 
assets. Of the shares transferred by Mr. Waters, 14,000 had been 
transferred to the first vendor. 

After a consultation the directors decided not to press their resolu- 
tion for voluntary winding-up at that mecting, and accepted the 
suggested adjournment. The meeting consequently stood adjourned 
for a fortnight. 

Tue FAURE ELECTRIC ACCUMULATOR COMPANY( LIMITED). 
—This Company offers for public subscription 25,000 Preference 
shares of the French Electrical Power Storage Company (Limited), 
at the price of £12 per share, the interest on each share being 6s., or 
Tf. 50c., each half-year. The Faure Company guarantees the 
interest, and the shares will be redeemed by drawings in 30 years at 
£20. The issue is made in pursuance of certain arrangements 
announced at the recent special meeting of the Faure Company, 
which M. Philippart induced the shareholders to accept. The French 
Storage Company have exclusive rights to the Faure patents Im 
France and the French Colonies, and they intend to proceed on the 
method of granting licences to subsidiary companies, which was 
carried out so extensively by the Anglo-American Brush Company, 
and, as Zhe Times remarks, ‘with results which are now seen to 
have been by no means altogether satisfactory.”? 


Removats.—The offices of the Gower-Bell Telephone 
Company (Limited), the Consolidated Telephone Construction and 
Maintenance Company (Limited), and the River Plate Telephone and 
Electric Light Company (Limited), have been removed from No. 6, 
Lombard Street, E.C., to the Telephone Works, Farringdon Road, 
E.C. Edison's Indian and Colonial Electrie Company (Limited) 
has been removed from No. 6, Lombard Street, to 1 and 6, Throg- 
morton Avenue, Throgmorton Street, 
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WOODHOUSE & RAWSON, 


ENGINEERS 


ELECTRIC LIGHT CONTRACTORS, 


LONDON OFFICE: 
11, QUBEN VICTORIA STREET, 


| MANUFACTURERS OF 


DYNAMOS, ARC LAMPS, INCANDESCENT LAMPS, BATTERIES, COVERED WIRES, CARBONS, 
FITTINGS, &c, 


Suppliers of Electrical Appliances, Insulators, Jars, Porous Pots, Switches, Cables, Wire, Poles, Globes, Ebonite, Oil, and all requisites, 


WOODHOUSE AND RAWSON’S PATENT SPLIT INSULATOR. 
DYNAMOS AND SHAFTING ERECTED, LAMPS HUNG, AND CIRCUITS RUN FOR ELECTRICAL COMPANIES. 


12, WHARF ROAD, CITY ROAD, LONDON, N. 
TELEGRAPH ENGINEERS AND CONTRACTORS 


; For the Supplying, Erecting, and Laying Down Under-Ground Wires, both for 
| TELEGRAPHS AND ELECTRIC LIGHTING. 
PNEUMATIC TUBES FITTED WITH ENGINES AND PUMPS COMPLETE. 


PATENT TELEPHONIC WIRES 


TO PREVENT INDUCTION BOTH FOR UNDER-GROUND AND OVER-HEAD LINES. 
MANUFACTURERS OF SUBMARINE CABLES, WIRE, IRON POLES, INSTRUMENTS, BATTERIES, INSULATORS & STORES OF EVERY DESCRIPTION, 


Contracts entered into for the Supply, Construction, and Maintenance of Telegraph Lines. 


CALLENDER’S 
BITUMEN, TELEGRAPH AND WATERPROOF CO, 


LIMITED. 
101, LEADENHALL STREET, LONDON. Works—ERITH, KENT. 


Manufacturers of Insulated Wire for the Transmission of Electricity 
for all purposes, 


TECEGRAPHS, TELEPHONES, ELECTRIC LIGHTING, TRANSMISSION OF POWER, 


_ At a price greatly below that of Gutta-percha or India-rubber. 


AMSDEN, CAMM & 
MANUFACTURERS & Steel Wire Drawers & La 
OF = 
PATENT TELECRAPH| | 
Wire | | il, 
To GOVERNMENT | | : [A 
CaBLe Wire. | 
STRAND & STAY WIRE \ 
AND 
Gauvanizen \ \ YOR. 
Binoinc Wire C ON TRACTORS/ TO H. M Pos 


London Offices—72, KING WILLIAM STREET. Agents, G. W. SHARE & Co. 
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J. ORME 


MANUFACTURERS OF EVERY DESCRIPTION OF 


APPARATUS FOR USE IN TEACHING OR EXPERIMENTING IN THE SCIENCES OF CHEMISTRY, ELECTRICITY 
MAGNETISM, ACOUSTICS, LIGHT, HEAT, HYDROSTATICS, MECHANICS, &c. 


IMPORTERS OF 


FINEST BOHEMIAN GLASS, BERLIN PORCELAIN, PURE CHEMICALS FOR ANALYSIS, &c, 
ELECTRIC BELLIS AND BATTERIES. 
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4!. to 30/- 3/6 to 6/- 


£1 10 0 


Apparatus for Science Classes supplied through the Science and Art Department at 50 per cent. 
reduction of prices. 


ILLUSTRATED PRICE LIST OF ELECTRICAL APPARATUS, POST FREE, THREE STAMPS. 
Price List of Chemical Apparatus with 650 Illustrations, post free, 8 stamps. 
TRADE TERMS AND SPECIAL QUOTATIONS FOR EXPORT SENT ON APPLICATION. 


— 


J. OR E: x: Go, (Late M. JACKSON & Co.) 
85, BARBIOAN, LONDON, . H.C. 


PRIZE MEDAL, PARIS, | | 
oe MAGNUS VOLK, 
BLAKEY, EMMOTT, & Co., Works—DITCHLING RISE, BRIGHTON, 


NORTHERN TELEGRAPH WORKS, | Consulting & Wractical Electrical Engineer, 


HALIFAX. 
Has Vacancies for Two more ARTICLED PUPILS. 


LONDON & PARIS. 


Manufacturers of Magneto 

Call Bells, as used by the 

Principal Telephone Com- 

panies, also Switch Boards New Town Hatt, Hove, and also fitting up and working 
? 


and Switches. several Telephone Exchanges. 


In addition to the manufacturing department, M. V.is now 
engaged in lighting the Royat Pavitiox, Brighton, and the 


PRICES ON APPLICATION PRIVATE LABORATORY FOR PUPILS, 
\ 


MARSH and R. J. SMIT 


MANUFACTURERS OF 


ACID 


ACCUMULATOR CELLS 


AND OTHER APPLIANCES. 


— PATENTEES OF THE — 


Glazed Vitreous Electrical Tubes 


FOR UNDERGROUND USE. 


Street, Plackiriars, fjondon, (| 
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JOSEPE BOURNE & SON, 


MANUFACTURERS OF THE WELL-KNOWN 


STONEWARE TELEGRAPHIC INSULATORS AND BATTERY JARS. 


For Thirty years these manufactures have been celebrated for a high degree of vitrefaction combined with great toughness and strength. 
Brown Stoneware. White Stoneware. Brown Porcelain. Porous Cells. 
Economy, Strength, and Durability combined. Prize Medal, Paris Electrical Exhibition. 
Makers of Mr. Slater Lewis’ Patent Self-Binding Insulator. 
Works: DENBY POTTERY, NEAR DERBY. 
London Office: 6, ST. PANCRAS STATION, EUSTON ROAD, N.W. 


NEWALL’S PATENT LIGHTNING CONDUCTORS. 


As applied to all kinds of Buildings and Shipping in all parts of the world with unvarying success, are the most reliable, 
most effective, and cheapest conductors offered to the public. 


SOLE PATENTEES OF UNTWISTED WIRE ROPE. 
Manufacturers of Iron and Steel Ropes for Colliery and Railway Purposes, Rigging Ropes, Guide Ropes, 
Flexible Steel Towing Hawsers, &c. 

COPPER ROPE CABLES OF HIGH CONDUCTIVITY FOR ELECTRIC LIGHT AND POWER. 


GALVANISED SIGNAL AND Fencrna Stranp. Giut AND Sizver Corp ror HANGING PICTURES. IRON, STEEL, 
AND CoPPER Corp ror Crock AND SASH Lines, &c. 


R. S. NEWALL & CO., LONDON, 130, STRAND, W.C. 
LIVERPOOL, 36, Waterloo Road ; GLASGOW, 68, Anderston Quay ; MANUFACTORY, Gateshead-on-Tyne. 


THE “SWAN” INCANDESCENT LIGHT. 


J. EDMUNDSON & CO., having been appointed as Agents in London for the Exhibition and Sale of 


the SWAN INCANDESCENT ELECTRIC LIGHT, are prepared to furnish Estimates for Supplying and Fitting up 
these Lamps complete, with all necessary apparatus. 


J. EDMUNDSON CoOo., 
ENGINEERS AND ELECTRICIANS, | 
19, GREAT GEORGE STREET, WESTMINSTER, S.W. 


THE 


LONDON ELECTRIC WIRE COMPANY, 


WENLOCK BUILDINGS, IRONMONGER ROW, OLD STREET, LONDON, E.C., 


Manufacturers of Covered Wires of all descriptions for Electrical Instruments, Dynamo Machines, 
Bell & House work, &c. 


Fancy Paraffined Wires specially prepared for Telephone and other indoor connections. 


JABLOCHKOFF ELECTRIC LIGHT AND POWER COMPANY, 


CONTRACTORS TO THE METROPOLITAN BOARD OF WORKS. 


This Company is prepared to receive APPLICATIONS for TENDERS to SUPPLY APPARATUS for any number of LIGHTS, 
or to Undertake the Lighting of Streets, Harbours, Docks, Railway Stations, and Private Establishments; also to Grant Licences and 


Concessions. FRANCIS R. REEVES, Secretary and General Manager. 
No. 1, Great Winchester Street Buildings, London, E.C. 


GEORGE BEECH, 


Telegraph Instrument Case Manufacturer 
by Steam Power, 


109, DALSTON LANG, 


GEO, HOUGHTON & SON, 


89, HIGH HOLBORN, W.C., 


EINGSLAND. MANUFACTURERS OF ALL KINDS OF 
Railway and Telegraph Engineers supplied with every GLOBES &c 
description of Telegraph Instrument Cases, Single Needle, GLASS ’ 
Block, Bell, Switch, &c. The material and workmanship of ae 

first quality and guaranteed. (Established 1872.) 


Drawings for New Designs got out for approval. ELECTRIC LIGHTING. 
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. THE TELEGRAPHIC JOURNAL AND 
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ELECTRICAL REVIEW. [Dec. 30, 1882. 


DAVIS & TIMMINS, 


etal Acrem 
BOWLING GREEN LANE, FARRINGDON ROAD, LONDON, EC. y 


No. 2. No. 9. 
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No. 1b. 


No.7b. 
No. ‘3b. 


No. 6b. 


No. 4b. No. 5b. 
Binders, Terminals, Clamps, &c., kept in Stock. Estimates for Screws and Turned Parts on application. 


COPPER OF HIGH CONDUCTIVITY 


FOR ELECTRICAL PURPOSES. 
MANUFACTURER—J. O. MOUCHEL 10, RUE COMMINES, PARIS. 


SOLE AGENTS FOR ENGLAND— 


DAVIS AND TIMMINS, 


BOWLING GREEN LANE, FARRINGDON ROAD, | 44 
HO. | 
CHARLES J. SIIMIMOINS 4 


(16 FEARS WITH MESSRS. ELLIOTT BROS.), 
| MANUFACTURER OF ELECTRICAL TEST INSTRUMENTS FOR LAND AND MARINE SERVICE. ; 
CONTRACTOR TO H.M. POSTMASTER-GENERAL. 
GALVANOMETERS, RESISTANCE COILS, ELECTROMETERS, CONDENSERS, KEYS, SWITCHES, &e. 
56, LEVERTON STREET, LEIGHTON ROAD, LONDON, N.W. 


B. A. Standards with value and co-efficients carefully determined. Resistance Coils for large currents. Special Measuring Instruments for 
Electric Light Companies. 


HARRISON, COX-WALKER & CO., a 
DARLINGTON, 
ELECTRICIANS, TELEPHONE AND PNEUMATIC ENGINEERS, MINING BELL MANUFACTURERS, 3 
Agents for 4 
HUNNINGS’ PATENT MICRO-TELEPHONE TRANSMITTERS, ‘4 
VYLE’S PATENT EASILY-TESTED LIGHTNING CONDUCTORS, 
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(LATE EDWARD PATERSON), 


Paul's Works—76, LITTLE BRITAIN » LONDON, EC, 


AND 


; Prise Medals, International Electrical Exhibitions, Paris, 1881, and LE 1882. 
MANUFACTURERS OF 


| DYNAMO MACHINES, ARC LAMPS, SWITCHES, 


AND ALL FITTINGS FOR ELECTRIC LIGHT INSTALLATIONS. 
: SOLE MAKERS OF AYRTON AND PERRY'S ELECTRIC CURRENT METERS. 


AYRTON & PERRY. à Telephones. 


: Power Meter. 
“Voltmeter. 
fidsforth’s 


MUDFORD’S IMPROVED REFLECTING GALVANOMETER. 
SPECIAL ener et TEST INSTRUMENTS FOR ELECTRIC LIGHT COMPANIES. 


: ~ ELECTRIC LIGHT LEADS, GUTTA-PERCHA, INDIA-RUBBER, COMPOUND BRAIDED 
COTTON, SILK COVERED WIRES. | 


PHILLIPS ‘BROS. 


ELECTRICAL WIRE MANUFACTURERS, 
MACINTOSH LANE, HOMERTON, 

| “AND AT THE LEA TELEGRAPH WORKS, HACKNEY WICK. 4 


— 


SPECIAL WIRES FOR DYNAMO 


SPECIFICATION, 


d > 4 : 


SPECIAL WIRES FOR INCANDESCEN | LAMPS. 


GERMAN. SILVER WIRES FOR HIGH RESISTANCES, FLEXIBLE. ‘corns, TELEPHONE 
WIRES, MULTIPLE, AERIAL, AND SUBTERRANEAN CABLE WIRES! TD | 
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 VULCANISED INDIA RUBBER. 


a 


= dei à 


| Offioes 106 & 100, er LONDON, EC. 
Works: Essex; Persan | 


TELEGRAPH | ENGINEERS & MANUFACTURERS 


CABLES. Submarine, and Aerial. | 
WIRE.--India-Rubber and Gutta-Percha covered in all gauges. | "En 


InNSTRUMENTS.—" Morse” Inkere, Single Needle, Wheatstone’s Alphabetical, Semaphore “ Blook ” Bell, 
= | Resistance Coils, 


Thomson’s and other Galvanometers, Condensers, Testing Instruments, &c. 
BATTERIES. SOLE FOR GREAT BRITAIN, IRELAND, AND THE COLONIES OF 
| LEBRATED LECLANCHE BATTERY, which has received the most favourable reports from the Postal 
Telegraph Authorities and other eminent Telegraph the Post Office and 

an en ways. a Battery or i | pre-eminent. 
Ebonite Cells, Carbon Plates 
INSULATORS.—Ebonits, Porcelain, , 
MANUFACTURERS OF THE Arranarus vor RAILWAY 


SEMAPHORE REPEATERS, LIGHT” 2NDICA: AN De WALKER'S: RAGBENGER: AND GUARD” COMMUNICA TOR. 
TELEGRAPH STORES AMD APPARATUS or DESCRIPTION. 


TORPEDO TUS. 


THE INDIA-RUBBER, GUTTA-PERCHA. A TRLEGRA PH 1 WORKS “COMPANY (Limited Patentees and 
Manufacturers of a Complete Bo sab Torpedoes for Har ma Coast Died a and of the ‘he “à 


SILVERTOWN PATENT FIRING BATTERY. 
A Constent Battery for Mining and Blesting Purposes. 
“OONTRACTS ENTERED INTO for the SUPPLY, CONSTRUCTION, and MAINTENANCE of TELEGRAPH LINES. 


+ 


MANUFACTURERS oF 


valves, Sheet, Buffers, Springs, Washers, . Wheel Cord, Tubing, and “Door and | 
* Carriage Mats. 


INDIA RUBBER AND CANVAS SUCTION AND. DELIVERY HOSE. 
India Rubber and Canvas Steam Packing—Round, Square, - Sheet. 


INDIA RUBBER MACHINE. ORIVING BANDS. 


WATERPROOF GARMENTS AND "FABRICS: 


Affected by Vinegar or Hydrochloric or Acetic 


| | Battery ll, | 


GUITAPERCHA” ** 
‘Belting, Buckets, Bosses for Flax Spinning, &eo. 


tof 


Works : SILVERTOWY, ESSEX, LONDON, E. ; CE. 
London Office—106, CANNON STRSET, E.C. 
= CANNON STREET, E.C. 

NEWOASTLE-ON-TYNE  … #1, Grainger Street West, 


if 
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LONDON : FOR THE PROPRIETOR BY H. BLAOKLOOK & C0. FARRINGDON ROAD AND CROSS Srrewr, BO. 30, 1689. 
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